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Title  40 — Protection  of  the  Environment 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION  AGENCY 

SUBCHAPTER  N — EFFLUENT  GUIDELINES 
AND  STANDARDS 

(FKL  315-71 

PART  428— RUBBER  PROCESSING 
POINT  SOURCE  CATEGORY 

Final  Effluent  Limitations  Guidelines  for 
Existing  Sources  and  Standards  of  Per¬ 
formance  and  Pretreatment  Standards 

On  August  23,  1974,  notice  was  pub¬ 
lished  in  the  Federal  Register  (39  FR 
30632) ,  that  the  Environmental  Protec¬ 
tion  Agency  (EPA  or  Agency)  was  pro¬ 
posing  eSQuent  limitations  guidelines  for 
existing  sources  and  standards  of  per¬ 
formance  and  pretreatment  standards 
for  new  sources  within  the  small-sized 
general  molded,  extruded,  and  fabricated 
rubber  plants:  medium -sized  general 
molded,  extruded,  and  fabricated  rubber 
plants;  large-siz^  general  molded,  ex¬ 
truded,  and  fabricated  rubber  plants; 
wet  digestion  reclaimed  rubber;  pan,  dry 
digestion,  and  mechanical  reclaimed 
rubber;  latex-dipped,  latex-extruded, 
and  latex-molded  rubber;  and  latex 
foam  subcategories  of  the  rubber  proc¬ 
essing  category  of  point  sources. 

The  purpose  of  this  notice  is  to  estab¬ 
lish  final  effluent  limitations  guidelines 
for  existing  sources  and  standards  of 
performance  and  pretreatment  stand¬ 
ards  for  new  sources  in  the  rubber  proc¬ 
essing  category  of  point  sources,  by 
amending  40  CTR  CTh.  I,  Subchapter  N, 
Part  428  by  adding  thereto  the  small¬ 
sized  general  molded,  extruded,  and 
fabricated  rubber  plants  subcategory 
(Subpart  E) ;  the  medium-sized  general 
molded,  extruded,  and  fabricated  rubber 
plants  subcategory  (Subpart  F) ;  the 
large-sized  general  molded,  extruded, 
and  fabricated  rubber  plants  subcate¬ 
gory  (Subpart  G) :  the  wet  digestion  re¬ 
claimed  rubber  subcategory  (Subpart 
H) ;  the  pan,  dry  digestion,  and  mechani¬ 
cal  reclaimed  rubber  subcategory  (Sub¬ 
part  I) ;  the  latex-dipped,  latex-ex¬ 
truded,  and  latex-molded  rubber  sub- 
category  (Subpart  J) ;  and  the  latex 
foam  subcategory  (Subpart  K) .  This 
final  rulemaking  is  promulgated  pursu¬ 
ant  to  sections  301,  304(b)  and  (c), 
306(b)  and  (c)  and  307(c)  of  the  Fed¬ 
eral  Water  Pollution  Control  Act,  as 
amended,  (the  Act) ;  33  U.S.C.  1251, 1311, 
1314(b)  and  (c),  1316(b)  and  (c)  and 
1317(c) ;  86  Stat.  816  et  seq.;  Pub.  L.  92- 
500.  Regulations  regarding  cooling  water 
intake  structures  for  all  categories  of 
point  sources  under  section  316(b)  of  the 
Act  will  be  promulgated  in  40  CJFR  Part 
402. 

In  addition,  the  EPA  is  simultaneously 
proposing  a  separate  provision  which  ap¬ 
pears  in  the  proposed  rules  section  of  the 
Federal  Register,  stating  the  applica¬ 
tion  of  the  limitations  and  standards  set 
forth  below  to  users  of  publicly  owned 
treatment  works  which  are  subject  to 
pretreatment  standards  under  section 
307(b)  of  the  Act.  The  basis  of  that 
proposed  regulation  is  set  forth  in  the 
associated  notice  of  proposed  rulemak¬ 
ing. 


The  legal  basis,  methodology  and  fac¬ 
tual  conclusions  which  support  promul¬ 
gation  of  this  regulation  w'ere  set  forth 
in  substantial  detail  in  the  notice  of  pub¬ 
lic  review  procedures  published  August  6, 
1973  (38  FR  21202)  and  in  the  notice 
of  proposed  rulemaking  for  the  small¬ 
sized  general  molded,  extruded,  and  fab¬ 
ricated  rubber  plants;  medium-sized 
general  molded,  extruded,  and  fabricated 
rubber  plants;  large-sized  general 
molded,  extruded,  and  fabricated  rubber 
plants;  wet  digestion  reclaimed  rubber; 
pan,  dry  digestion,  and  mechanical  re¬ 
claimed  rubber;  latex-dipped,  latex- 
extruded,  and  latex-molded  rubber;  and 
latex  foam  subcategories.  In  addition, 
the  regulations  as  proposed  were  sup¬ 
ported  by  two  other  documents:  (1)  The 
document  entitled  “Development  Docu¬ 
ment  for  Proposed  Effluent  Limitations 
Guidelines  and  New  Source  Performance 
Standards  for  the  Fabricated  and  Re¬ 
claimed  Rubber  Segment  of  the  Rubber 
Processing  Point  Source  Category”  (Au¬ 
gust  1974)  and  (2)  the  document  entitled 
“Economic  Analysis  of  Proposed  Effluent 
Guidelines,  The  Rubber  Processing  In¬ 
dustry  (Phase  ID”  (August  1974).  Both 
of  these  documents  were  made  available 
to  the  public  and  circulated  to  interested 
persons  at  approximately  the  time  of 
publication  of  the  notice  of  proposed 
rulemaking. 

Interested  persons  were  invited  to  par¬ 
ticipate  in  the  rulemaking  by  submitting 
written  comments  within  30  days  from 
the  date  of  publication.  Prior  public  par¬ 
ticipation  in  the  form  of  solicited  com¬ 
ments  and  responses  from  the  States. 
Federal  agencies,  and  other  interested 
parties  were  described  in  the  preamble 
to  the  proposed  regulation.  The  EPA  has 
considered  carefully  all  of  the  com¬ 
ments  received  and  a  discussion  of  these 
comments  with  the  Agency’s  response 
thereto  follows. 

(a)  Summary  of  comments.  The  fol¬ 
lowing  responded  to  the  request  for  writ¬ 
ten  comments  contained  in  the  preamble 
to  the  proposed  regulation:  Uniroyal, 
Inc.;  B.  F.  Goodrich  Co.;  Gates  Rubber 
Company;  Goodyear  Tire  and  Rubber 
Co.;  Firestone  Tire  and  Rubber  Co.;  Cen¬ 
trex  Corporation ;  and  the  Rubber  Manu¬ 
facturers  Association. 

Each  of  the  comments  received  was 
carefully  reviewed  and  analyzed.  The 
following  is  a  summary  of  the  significant 
comments  and  the  Agency’s  response  to 
them. 

(1)  The  comment  was  made  that  EPA 
did  not  take  into  consideration  plant  age 
in  the  development  of  the  regulations. 

As  stated  within  the  Development  Doc¬ 
ument,  plant  age  was  considered  and 
determined  not  to  affect  the  ability  of 
a  plant  to  comply  with  the  regulations 
presented  herein.  A  substantial  portion 
of  the  data  used  in  developing  the  limi¬ 
tations  for  the  molded  and  extruded  sub¬ 
categories  were  obtained  from  older 
plants  in  the  industry.  Complete  redesign 
and  repiping  are  not  considered  neces¬ 
sary.  Isolation  of  pollutants  and  proper 
housekeeping  should  be  capable  of 
achieving  compliance  with  the  regula¬ 
tions. 


(2)  One  commenter  stated  that  con¬ 
sideration  was  not  given  to  existing  fiood 
control  procedures.  Involving  both,  the 
plant’s  and  borough’s  storm  water  dis¬ 
charges  that  flow  through  the  plant’s 
fiood  station  outfalls. 

This  type  of  situation  was  not  consid¬ 
ered  and  Is  not  intended  to  be  covered 
by  the  regulations  presented  herein. 
Other  regulations  and  procedures  exist 
which  address  this  problem.  It  Is  In¬ 
tended  that  the  plant  control  process 
waste  water  discharges  as  described  in 
the  Development  Document.  The  plant 
may  be  required  to  monitor  for  pollutants 
prior  to  plant  waters  mixing  with  storm 
water. 

(3)  It  was  recommended  that  footwear 
be  placed  in  a  separate  subcategory  due 
to  the  greater  number  of  process  steps 
at  a  footwear  facility  as  opposed  to  other 
general  molded,  extruded,  and  fabricated 
plants. 

The  data  currently  available  to  the 
Agency  shows  that  footwear  facilities 
have  approximately  the  same  raw  waste 
loads  as  other  types  of  plants  In  the  sub¬ 
category.  Therefore,  the  Agency  consid¬ 
ers  footwear  plants  as  being  capable  of 
meeting  the  same  guidelines  as  other 
general  molded,  extruded,  and  fabricated 
plants.  The  greater  processing  steps  util¬ 
ized  in  the  manufacture  of  footwear  tend 
to  be  dry  processes  and  therefore  do  not 
contribute  to  the  pollutants  discharged. 

(4)  The  same  commenter  stated  that 
the  TSS  of  the  incoming  water  is  higher 
than  the  allowable  limit,  and  that  it 
would  be  more  reasonable  to  issue  guide¬ 
lines  based  on  the  solids  added. 

EPA  agrees  that  under  certain  condi¬ 
tions  net  limitations  should  be  allowed. 
Amendments  to  40  CFR  Part  125  have 
been  proposed  so  that  credit  for  intake 
pollutants  may  be  requested  by  the  dis¬ 
charger. 

(5)  Questions  were  raised  concerning 
lead  treatment,  process  flow  and  cost  of 
treatment  presented  in  the  proposed  reg¬ 
ulation. 

EPA  reevaluated  the  problems  at  lead- 
sheathed  hose  plants  by  reviewing  data 
submitted  by  commenters  and  by  plant 
visits  and  discussions  with  plant  per¬ 
sonnel.  It  was  concluded  that  EPA  un¬ 
derestimated  the  flow  of  lead-laden 
waters  and  the  cost  of  treatment,  and 
has  therefore  revised  the  supporting  in¬ 
formation.  The  BPCTCA  lead  limitation 
has  now  been  set  at  0.0007  kg/kkg  of  raw 
material.  Plants  are  currently  achieving 
this  limitation,  and  the  economic  analy¬ 
sis  indicates  that  the  possible  additional 
cost  would  not  impact  the  industry  sec¬ 
tor.  SufiBcient  lead  reduction  is  attained 
by  BPCTCA,  therefore,  the  BATEA  lead 
limitation  has  also  been  set  at  0.0007 
kg/kkg  of  raw  material. 

(6)  Two  commenters  questioned  the 
accuracy  of  the  sample  analysis,  compar¬ 
ing  their  results  on  split  samples  with 
those  of  the  contractor. 

'The  comments  received  on  sample 
analysis  were  concerned  with  large-sized 
general  molded,  extruded,  and  fabricated 
rubber  plants  and  reclaimed  rubber 
plants.  EPA  evaluated  all  of  the  data  re¬ 
ceived  and  concluded  that  the  limita¬ 
tions  were  still  attainable  for  large-sized 
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general  molded,  extruded,  and  fabricated 
rubber  plants.  Further  reduction  of  pol¬ 
lutants  has  been  demonstrated  by  wet 
digestion  rubber  reclaiming  data.  The 
limits,  therefore,  have  been  adjusted  to 
reflect  the  performance  of  wet  digestion 
rubber  reclaiming. 

(7)  Several  commenters  questioned  the 
applicability  of  these  limitations  to 
“process  water”  which  includes  in  some 
cases  utility,  sanitary,  boiler  blowdown, 
and  non-contact  cooling  waters. 

EPA  has  clearly  defined  “process  waste 
water”  for  which  the  regulations  pre¬ 
sented  herein  are  applicable.  The  devel¬ 
opment  of  the  regulations  is  based  upon 
treatment  of  waters  which  do  not  include 
utility,  sanitary  and  non-contact  cooling 
water.  In  plants  where  these  waters  be¬ 
come  process  waste  water,  isolation  and 
treatment  of  pollutant  sources  can  be 
conducted  as  a  means  of  achieving  com¬ 
pliance  with  the  regvilation.  Pollutant 
discharge  allowances  for  utility,  sanitary, 
and  non -contact  cooling  operations  will 
be  covered  by  separate  regulations  at  a 
future  date. 

(8)  A  commenter  questioned  the  use 
of  hexane  extraction  for  oil  and  grease 
measurements  by  stating  that  the  U.S. 
EPA  Regional  OfiBces  are  wily  accepting 
oil  and  grease  test  results  if  performed 
using  freon  extraction  procedures. 

Results  of  oil  and  grease  measurement 
from  the  use  of  freon  or  hexane  are  ap¬ 
proximately  equivalent  and  the  use  of 
either  would  not  be  detrimental  to  water 
quality.  For  uniformity  and  because 
there  is  less  variability  in  the  data  the 
test  required  for  oil  and  grease  is  freon 
extraction. 

(9)  One  commenter  stated  that  metal 
parts  are  frequently  a  component  of  the 
final  product  and  therefore  should  be 
Included  in  the  definition  of  “raw  ma¬ 
terial”. 

The  term  “raw  material”  Is  defined 
to  serve  as  a  basis  of  comparison  when 
limiting  pollutant  discharge.  After  evalu¬ 
ation  of  the  use  of  metals  within  the 
rubber  Industry,  EIPA  does  not  consider 
that  the  pollutant  contributions  from 
metals  would  be  properly  covered  by  In¬ 
clusion  within  the  definition  of  raw  ma¬ 
terial  for  the  rubber  guidelines.  Pollut¬ 
ant  limitations  for  metal  finishing  will 
be  more  properly  covered  by  regulations 
for  the  electroplating  and  fabricated 
metal  products  industries. 

(10)  A  commenter  stated  that  the 
quantity  of  water  used  in  developing  the 
guidelines  is  small. 

The  quantity  of  water  used  in  develop¬ 
ing  the  guidelines  is  based  upon  permit 
data  and  plant  Inspections  and  is  con¬ 
sidered  to  be  a  typical  volume  of  process 
water  which  a  plant  should  discharge. 
Many  plants  within  the  rubber  industry 
do  not  need  to  utilize  and  discharge  proc¬ 
ess  water.  Spills  and  leaks  tend  to  be  a 
major  contributor  to  pollutants  loadings 
and  flow  rates.  If  spills  and  leaks  are  of 
such  an  extent  as  to  create  problems  In 
meeting  the  regulations,  it  Is  the  plant’s 
responsibility  to  minimize  Uiese  occur¬ 
rences. 

(11)  'Two  commenters  questioned  the 
level  of  treatment  for  TSS  and  oil  and 


grease.  One  commenter  stated  that  oil 
and  grease  was  too  close  to  the  treat- 
ability  limit. 

The  regulation  on  suspended  solids  Is 
based  upon  40  mg/l,  a  value  which  has 
been  demonstrated  as  attainable  by  vari¬ 
ous  treatment  systems  within  the  in¬ 
dustry.  The  oil  and  grease  limitations 
were  based  upon  10  mg/l;  however,  this 
has  been  altered  to  15  mg/l  after  re- 
evaluation  and  further  data  analysis  to 
ensure  minimum  analsrtlcal  variability. 

(12)  One  commenter  stated  that  plant 
H’s  water  usage  was  significantly  higher 
than  other  large  plants  and  therefore 
footwear  should  be  separately  subcate¬ 
gorized. 

In  examining  water  usage  listed  In  the 
Development  Document,  noncontact 
cooling  waters  and  utility  waters  have 
been  included  In  some  cases  thereby  giv¬ 
ing  an  improper  impression  of  the  treat- 
ability.  Spills  and  leaks  can  be  isolated 
and  treated  or  prevented  within  foot¬ 
wear  plants  to  a  level  equivalent  to  other 
molded,  extruded,  and  fabricated  rubber 
plants.  One  source  of  sidditional  process 
water  at  plant  H  is  the  use  of  wet  scrub¬ 
bers.  However,  EPA  has  added  additional 
limitations  to  cover  pollutants  discharged 
by  wet  scrubbers  from  the  molded,  ex¬ 
truded,  and  fabricated  rubber  subcate- 
gories. 

(13)  One  commenter  stated  that  pre¬ 
treatment  standards  should  be  set  only 
for  comporvents  which  will  be  harmful  to 
municipal  treatment  systems. 

In  establishing  pretreaUnent  standards 
EPA  is  required  by  section  307(b)  to  reg¬ 
ulate  pollutants  that  will  pass  through 
untreated  or  Interfere  with  the  munici¬ 
pal  treatment  system. 

(14)  A  company  stated  that  §  428.54 
along  with  other  sections  of  the  proposed 
regulation  are  reserved  and  that  they 
could  not  agree  to  endorsing  a  section 
without  being  able  to  evaluate  its  con¬ 
tents. 

The  sections  that  have  been  reserved 
will  be  utilized  for  pretreatment  regula¬ 
tions  applicable  to  existing  sources.  How¬ 
ever,  these  sections  are  being  proposed 
concurrently  with  promulgation  of  this 
regulation  and  will  be  promulgated  after 
the  comment  and  review  period. 

(15)  One  comment  indicated  that 
energy  estimates  to  meet  the  proposed 
regulations  are  unrealistically  low,  par¬ 
tially  because  they  fail  to  include  horse¬ 
power  for  recirculation  of  cooling  water. 

A  plant  may  use  whatever  technology 
it  desires  to  achieve  compliance  with  the 
regulations.  EPA  does  not  consider  re¬ 
circulation  of  cooling  water  necessary  to 
achieve  compliance  with  the  regulations. 
The  treatment  design  contained  within 
the  Development  Document  did  not  re¬ 
quire  recirculation  of  cooling  water,  and 
therefore,  energy  requirements  for  such 
a  sj’stem  were  not  Included. 

(16)  Questions  have  been  raised  con¬ 
cerning  the  availability  of  standards  or 
guidelines  applicable  to  the  disposal  of 
solid  wastes  resulting  from  the  operation 
of  pollution  control  systems. 

The  principles  set  forth  in  “Land  Dis¬ 
posal  of  Solid  Wastes  Guidelines”  (40 
CFR  Part  241)  may  be  used  as  guidance 


for  acceptable  land  disposal  techniques. 
Potentially  hazardous  wastes  may  require 
special  considerations  to  ensure  their 
proper  disposal.  Additionally,  state  and 
local  guidelines  and  regiUations  should 
be  considered  wherever  applicable. 

(b)  Revision  of  the  proposed  regvla- 
tions  prior  to  promulgation.  As  a  result 
of  public  comments  and  continuing  re¬ 
view  and  evaluation  of  the  proposed  reg¬ 
ulation  by  the  EPA,  the  following 
changes  have  been  made  in  the  regula¬ 
tion. 

(1)  The  BPCTCA  lead  limitation  was 
reduced  to  0.0007  kg/kkg  of  raw  material. 

(2)  'Die  daily  maximum  efSuent  limita¬ 
tions  for  all  subparts  were  altered. 

(3)  Limitations  were  amended  within 
Subparts  E,  F,  and  G  to  take  into  con¬ 
sideration  pollutants  from  wet  scrubbers. 

(c)  Economic  impact.  There  are  two 
changes  which  affect  the  economic  im¬ 
pact  analysis:  the  cost  of  lead  treatment 
has  been  raised  in  response  to  comments 
and  the  cost  of  treatment  for  the  rubber 
reclaim  plants  has  been  clarified.  In  re¬ 
sponse  to  higher  lead  treatment  costs,  a 
reevaluation  of  the  economic  Impact  con¬ 
cludes  that  the  revised  costs  would  not 
materially  affect  the  previous  conclu¬ 
sions.  For  the  reclaim  rubber  segment,  a 
plant-by -plant  assessment  indicated  that 
no  plants  would  be  expected  to  close, 
rather  than  the  three  possible  closures 
forecast  earlier. 

(d)  Cost-benefit  analysis.  ITie  detri¬ 
mental  effects  of  the  constituents  of 
waste  waters  now  discharged  by  point 
sources  within  the  fabricated  and  re¬ 
claimed  rubber  segment  of  the  rubber 
processing  point  source  category  are  dis¬ 
cussed  in  Section  VI  of  the  report  en¬ 
titled  "Development  Document  for  Ef¬ 
fluent  Limitations  Guidelines  for  the 
Fabricated  and  Reclaimed  Rubber  Seg¬ 
ment  of  the  Rubber  Processing  Point 
Source  Category”  (November  1974) .  It  is 
not  feasible  to  quantify  in  economic 
terms,  particularly  on  a  national  basis, 
the  costs  resulting  from  the  discharge  of 
these  pollutants  to  our  Nation’s  water¬ 
ways.  Nevertheless,  as  indicated  in  Sec¬ 
tion  VI,  the  pollutants  discharged  have 
substantial  and  damaging  impacts  on  the 
quality  of  water  and  therefore  on  its 
capacity  to  support  healthy  populations 
of  wildlife,  fish  and  other  aquatic  wild¬ 
life  and  on  its  suitability  for  Industrial, 
recreational  and  drinking  water  supply 
uses. 

The  total  cost  of  implementing  the 
effluent  limitations  guidelines  includes 
the  direct  capital  and  operating  costs  of 
the  pollution  control  technology  em¬ 
ployed  to  achieve  compliance  and  the  in¬ 
direct  economic  and  environmental  costs 
Identified  in  Section  VIII  and  in  the  sup¬ 
plementary  report  entitled  “Economic 
Analysis  of  Proposed  Effluent  Guidelines 
The  Rubber  Processing  Industry  (Phase 
ID”  (August  1974).  Implementing  the 
effluent  limitations  guidelines  will  sub¬ 
stantially  reduce  the  environmental 
harm  which  would  otherwise  be  attribut¬ 
able  to  the  continued  discharge  of  pol¬ 
luted  waste  waters  from  existing  and 
newly  constructed  plants  in  the  rubber 
processing  industry.  The  Agency  believes 
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that  the  benefits  of  thus  reducing  the 
pollutants  discharged  Justify  the  associ¬ 
ated  costs  which,  though  substantial  In 
absolute  terms,  represent  a  relatively 
small  percentage  of  the  total  capital  in¬ 
vestment  in  the  industry. 

(e)  Publication  of  information  on 
processes,  procedures,  or  operating 
methods  which  result  in  the  elimination 
or  reduction  of  the  discharge  of  pollut¬ 
ants. 

In  confonnance  with  the  requlr«nents 
of  section  304(c)  of  the  Act,  a  manual  en¬ 
titled,  “Development  Document  for  Ef¬ 
fluent  Limitations  Guidelines  and  New 
Source  Performance  Standards  for  the 
Fabricated  and  Reclaimed  Rubber  Seg¬ 
ment  of  the  Rubber  Processing  Point 
Source  Category,”  has  been  published 
and  is  available  for  purchase  from  the 
Government  Printing  Oflice,  Washing¬ 
ton.  D  C.  20402  for  a  nominal  fee. 

Copies  of  the  economic  analysis  doc¬ 
ument  previously  cited  will  be  available 
from  the  National  Technical  Information 
Service,  Springfield,  Virginia  22151. 

(f)  Pinal  rulemaking. 

In  consideration  of  the  foregoing.  40 
C7FR  Ch.  I,  Subchapter  N,  Part  428, 
Rubber  Processing  Point  Source  Cate¬ 
gory,  is  hereby  amended  by  adding  addi¬ 
tional  Subparts  E,  F,  G,  H,  I,  J,  and  K 
to  read  as  set  forth  below.  This  final  reg¬ 
ulation  is  promulgated  as  set  forth  below 
and  shall  be  effective  immediately  on 
January  10,  1975. 

Dated;  December  30,  1974. 

John  Quarles, 

Acting  Administrator. 

Subpart  E — Small-Sized  General  Molded,  Ex¬ 
truded  and  Fabricated  Rubber  Plants  Sub¬ 
category 

428.50  AppUcabUity;  description  of  the 

smaii-sized  general  moided,  ex¬ 
truded,  and  fabricated  rubber 
plants  subcategory. 

428.51  Specialized  definitions. 

428  52  Elffluent  iimltations  guideiines  rep¬ 
resenting  the  degree  of  efiSuent 
reduction  attainable  by  the  ap¬ 
plication  of  the  beet  practicable 
control  technology  currently 
available. 

428  53  Effluent  llnUtatlons  guidelines  rep¬ 
resenting  the  degree  of  efiSuent 
reduction  attainable  by  the  appU- 
catlon  of  the  best  available  tech¬ 
nology  economically  achievable. 

428.54  [Reserved] 

428.55  Standards  of  performance  for  new 

sources. 

428  56  Pretreatment  standards  for  new 
sources. 

Subpart  F — Medium-Sized  General  Molded,  Ex¬ 
truded  and  Fabricated  Rubber  Plants  Sub¬ 
category 

428.60  Applicability;  description  of  the 

medium-sized  general  molded,  ex¬ 
truded,  and  fabricated  rubber 
plants  subcategory. 

428.61  Specialized  definitions. 

428  62  Effluent  limitations  guidelines  rep¬ 
resenting  the  degree  of  efiBuent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  practicable 
control  technology  currently 
available. 


Sec. 

428.63  EfiSuent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent  re¬ 
duction  attainable  by  the  appli¬ 
cation  of  the  best  available  tech¬ 
nology  economically  achievable. 

428.64  [Reserved] 

428.65  Standards  of  performance  for  new 

sources. 

428.66  Pretreatment  standards  for  new 

sources. 

Subpart  G — Large-Sized  General  Molded,  Ex¬ 
truded,  and  Fabricated  Rubber  Plants  Sub¬ 
category 

428.70  Applicability;  description  of  the 

large-sized  general  molded,  ex¬ 
truded,  and  fabricated  rubber 

plants  subcategory. 

428.71  Specialized  definitions. 

428.72  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  practicable 
control  technology  currently 
available. 

428.73  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  available 

technology  economically  achiev¬ 
able. 

428.74  [Reserved] 

428.75  Standards  of  performance  for  new 

sources. 

428.78  Pretreatment  standards  for  new 

sources. 

Subpart  H — Wet  Digestion  Reclaimed  Rubber 
Subcategory 

428.80  Applicability;  description  of  the 

wet  digestion  reclaimed  rubber 
subcategory. 

428.81  Specialized  definitions. 

428.82  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  practicable 
control  technology  currently 
available.  ^ 

438.83  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  available 
technology  economically  achiev¬ 
able. 

428.84  [Reserved] 

428.85  Standards  of  performance  for  new 

sources. 

428.86  Pretreatment  standards  for  new 

sources. 

Subpart  I — Pan,  Dry  Digestion,  and  Mechanical 
Reclaimed  Rubber  Subcategory 

428.90  Applicability;  description  of  the 

pan,  dry  digestion,  and  mechan¬ 
ical  reclaimed  rubber  subcate¬ 
gory. 

428.91  Specialized  definitions. 

428.92  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  practicable 
control  technology  currently 
available. 

428.93  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  available 
technology  economically  achiev¬ 
able. 

428.94  [Reserved] 

428.95  Standards  of  performance  for  new 

sources. 

428.96  Pre treatment  standards  for  new 

sources. 


Subpart  J — Latex-Dipped,  Latex-Extruded,  and 
Latex-Molded  Rubber  Subcategory 

428.1<)0  Applicability;  description  of  the 
latex-dipped,  latex-extruded,  and 
latex-molded  rubber  subcategory. 

428.101  Specialized  definitions. 

428.102  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  practicable 
control  technology  currently 
available. 

428.103  Effluent  limitations  guidelines  rep- 
,  resenting  the  degree  of  effluent 

reduction  attainable  by  the  ap¬ 
plication  of  the  best  available 
technology  economically  achiev¬ 
able. 

428.104  (Reserved] 

428.105  Standards  of  performance  for  new 

sources. 

428.106  Pretreatment  standards  for  new 

sources. 

Subpart  K — Latex  Foam  Subcategory 

428.110  Applicability;  description  of  the 

latex  foam  subcategory. 

428.111  Specialized  definitions. 

428.112  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  practicable 
control  technology  currently 
available. 

428.113  Effluent  limitations  guidelines  rep¬ 

resenting  the  degree  of  effluent 
reduction  attainable  by  the  ap¬ 
plication  of  the  best  available 
technology  economically  achiev¬ 
able. 

428.114  [Reserved] 

428.115  Standards  of  performance  for  new 

sources. 

428.116  Pretreatment  standards  for  new 

sources. 

Authoritt:  Secs.  301,  304  (b)  and  (c), 
306  (b)  and  (c),  307(c),  Federal  Water  Pol¬ 
lution  Control  Act,  as  amended  (the  Act): 
83  UJ3.C.  1251,  1311,  1314  (b)  and  (c),  1316 
(b)  and  (c),  1317(c);  86  Stat,  816  et  seq.; 
Pub.  L.  92-600. 

Subpart  E — Small-Sized  General  Molded, 
Extruded,  and  Fabricated  Rubber  Plants 
Subcategory 

§  128.50  Applicability;  description  of 
the  small-sized  general  molded,  ex¬ 
truded,  and  fabricated  rubber  plants 
subcategory. 

The  following  provisions  of  this  sub- 
part  are  applicable  to  process  waste 
water  discharges  resulting  from  the  pro¬ 
duction  of  molded,  extruded,  and  fabri¬ 
cated  rubber  products,  foam  rubber  back- 
iii^,  rubber  cement-dipped  goods,  and 
retreaded  tires  by  small-sized  plants. 
Specifically  excluded  from  the  provisions 
of  this  subpart  are  the  discharges  re¬ 
sulting  from  the  production  of  latex- 
based  products,  tires  and  inner  tubes, 
and  those  discharges  from  textile  plants 
subject  to  the  provisions  of  Part  410  of 
this  Chapter. 

§  428.51  Specialized  defiuilions. 

For  the  purpose  of  this  subpart: 

(a)  Except  as  provided  below,  the  genx 
eral  definitions,  abbreviations  and  meth¬ 
ods  of  analysis  set  forth  in  Part  401  of 
this  chapter  shall  apply  to  this  subpart 
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(b)  The  term  “raw  material”  shall 
mean  all  natural  and  synthetic  rubber, 
carbon  black,  oils,  chemical  compoimds, 
and  fabric  used  In  the  manufactme  of 
general  molded,  extruded,  and  fabricated 
rubber  products. 

(c)  The  term  “raw  material  equiva¬ 
lent”  shall  be  equal  to  the  raw  material 
usage  multiplied  by  the  voliune  of  air 
scrubbed  via  wet  scrubbers  divided  by 
the  total  volume  of  air  scrubbed. 

(d)  The  term  “small-sized  plants” 
shall  mean  plants  which  process  less  than 
3,720  kg/day  (8,200  Ibs/day)  of  raw 
materials. 

§  428.52  Effluent  limitations  guidelines 
representing  the  degree  of  effluent 
reduction  attainable  by  the  applica* 
tion  of  the  best  practicable  control 
technology  currently  available. 

In  establishing  the  limitations  set 
forth  in  this  section,  EPA  took  Into  ac¬ 
count  all  Information  It  was  able  to  col¬ 
lect,  develop  and  solicit  with  respect  to 
factors  (such  as  age  and  size  of  plant, 
raw  materials,  manufacturing  processes, 
products  produced,  treatment  technology 
available,  energy  requirements  and 
costs)  which  can  affect  the  industry  sub¬ 
categorization  and  efBuent  levels  estab¬ 
lished.  It  Is,  however,  possible  that  data 
which  would  affect  these  limitations  have 
not  been  available  and,  as  a  result,  these 
limitations  should  be  adjusted  for  cer¬ 
tain  plants  In  this  Industry.  An  Individual 
discharger  or  other  interested  person 
may  submit  evidence  to  the  Regional  Ad¬ 
ministrator  (or  to  the  State,  if  the  State 
has  the  authority  to  issue  NPDES  per¬ 
mits)  that  factors  relating  to  the  equip¬ 
ment  or  facilities  involved,  the  process 
applied,  or  other  such  factors  related  to 
such  discharger  are  fimdamentally  dif¬ 
ferent  from  the  factors  considered  in  the 
establishment  of  the  guidelines.  On  the 
basis  of  such  evidence  or  other  available 
Information,  the  Regional  Administrator 
(or  the  State)  will  make  a  written  find¬ 
ing  that  such  factors  are  or  are  not 
fundamentally  different  for  that  facility 
compared  to  those  specified  in  the  De¬ 
velopment  Document.  If  such  funda¬ 
mentally  different  factors  are  found  to 
exist,  the  Regional  Administrator  or  the 
State  shall  establish  for  the  discharger 
effluent  limitations  in  the  NPDES  permit 
either  more  or  less  stringent  than  the 
limitations  established  herein,  to  the  ex¬ 
tent  dictated  by  such  fundamentally  dif¬ 
ferent  factors.  Such  limitations  must  be 
approved  by  the  Administrator  of  the 
Environmental  Protection  Agency.  The 
Administrator  may  approve  or  disap¬ 
prove  such  limitations,  specify  other 
limitations,  or  initiate  proceedings  to  re¬ 
vise  these  regulations. 

(a)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by 
this  section,  which  may  be  discharged 
by  a  point  source  subject  to  the  provi¬ 
sions  of  this  subpart  after  application 
of  the  best  practicable  control  technol> 
ogy  currently  available: 


EfiBuent  UmltatJoiis 


E  flBumit  Average  of  daily 

characteristic  Maxlmtnn  for  values  for  thirty 
any  one  day  consecutive  days 
Bbail  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Oil  and  Qrease . 0.70 .  0. 25 

TSS . 1.28 .  0.64 

pH... . Within  the  . . 

range  6.0  to 
9.0. 


(English  units)  lb/1,000  lb  of  raw  material 


Oil  Emd  Grease . 0.70 .  0. 25 

TSS . 1.28 .  a  64 

pH . Within  the  . . 

range  6.0  to 
9.0. 


(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  lead- 
sheathed  hose  production,  which  may  be 
discharged  by  a  point  source  subject  to 
the  provisions  of  this  subpart  after  ap¬ 
plication  of  the  best  practicable  control 
technology  currently  available,  in  addi¬ 
tion  to  the  limitations  set  forth  by 
§  428.52(a) : 


Effluent  HmhaMons 


Effluent  Average  of  dally 

charaeteristic  Maxlmiun  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Lead .  0.0017  .  0.0007 


(English  units)  lb/1000  lb  of  raw  material 


Lead .  0.0017 . .  0.0007 


(c)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  wet  scrub¬ 
bers,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions 
of  this  subpart  after  application  of  the 
best  practicable  control  technology 
currently  available,  in  addition  to  the 
limitations  set  forth  by  §  428.52(a) : 


Effluent  limitations 


Effluent  Average  of  daily 

characteilstio  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exee^— 


(Metric  units)  kg/kkg  of  raw  material  equivalent 


TSS . 5.8 . ;  2.9 


(English  units)  lb/1000  lb  of  raw  material  equivalent 


TBS _ 5A _ i  X9 


§  428.53  Effluent  limitations  guidelines 
representing  the  degree  of  effluent 
reduction  attainable  by  the  applie.a- 
tion  of  the  best  available  technology 
economically  achievable. 

(a)  The  following  limitations  establish 
the  quantity  or  quality  of  pollutants  or 
pollutant  properties,  controlled  by  this 
section,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions  of 
this  subpart  after  application  of  the 
best  available  technology  economically 
achievable: 


Effluent  limitations 


E  ffluent  Average  of  daily 

characteristio  Maximum,  for  values  for  thirty 
any  one  day  eomseeutive  days 
shall  not  exce^- 


(Metric  units)  kg/kkg  of  raw  material 


Oil  and  Qrease . O.TO .  0.25 

TSS . 1.28 .  0.64 

pH _ _ Within  the  . . 

range  6.0  to 
9.0. 


(English  SBita)  IbA.OOO  lb  of  raw  material 


Oil  and  Grease _ 0.70 _ _  0. 25 

TSS . 1.28 .  a  64 

pH . Within  the  . ; 

range  6.0  to 
9.0. 


(b)  The  following  limitations  establish 
the  quantity  or  quality  of  pollutants  or 
pollutant  properties,  controlled  by  this 
section,  and  attributable  to  lead- 
sheathed  hose  production,  which  may  be 
discharged  by  a  point  source  subject  to 
the  provisions  of  this  subpart  after  ap¬ 
plication  of  the  best  available  technology 
economically  achievable,  in  addition  to 
the  limitations  set  forth  by  §  428.53(a) : 


Effluent  limitations 


Effluent  Average  of  dally 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Lead .  0.8917 .  0.0007 


(English  units)  Ib/1000  lb  of  raw  material 


Lead .  0.6017 .  0.0007 


(c)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  wet  scrub¬ 
bers,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions  of 
this  subpart  after  application  of  the 
best  available  technology  economically 
achievable,  in  addition  to  the  limitations 
set  forth  by  9  428.53(a) : 
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Effluent  limitations 


Effluent  Averaiteofdally 

characterlstio  Maximnm  for  raluee  for  thirty 
any  one  day  consecuUTe  days 
shall  not  exceed— 


(Metric  units)  kg^kft  of  raw  material  equivalent 


TSS .  1.0 .  0.5 


(English  units)  tb/1000  lb  of  raw  material  equivalent 


TSS .  1.0 .  0.5 

§  428.54  [Reserved] 

§  428.55  Standards  of  performance  for 
new  sources, 

(a)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  which  may  be 
discharged  by  a  new  source  subject  to  the 
provisions  of  this  subpart: 


Effluent  limitations 


Effluent  Average  of  daily 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed  — 


(Metric  units)  kg/kkg  of  raw  material 


Oil  and  Grease _  0.70 _ _  0.25 

TSS .  l.ffl .  0.t'»4 

pH . .  Mitliintlie  . 

range  6.0  to 
9.0. 


(English  units)  lb/1000  lb  of  raw  material 


Oil  and  Greece . 0.70 . .  0.25 

TSS . 1.28 .  aw 

pH .  Within  the  . 

range  6.0  to 
9.0. 


(b)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  and  attribu¬ 
table  to  lead-sheathed  hose  production, 
which  may  be  discharged  by  a  new 
source  subject  to  the  provisions  of  this 
subpart,  in  addition  to  the  limitations 
set  forth  by  §  428.55(a) : 


Effluent  limitations 


Effluent  Average  of  dally 

characteristic  Maximum  lor  values  for  thirty 
any  one  day  consecutive  days 
shah  not  exceed— 


(Motrlc  units)  kg/kkg  of  raw  material 

IjCSiA.. 

. 0.0017 . 

0.0007 

(Englian  units)  lb/10i)0  lb  of  raw  material 

Lea<1. 

. 0.0017 . 

0.0007 

§  428.56  Pretrcalment  standards  for 
new  sources. 

The  pretreatment  standards  under 
section  307(c)  of  the  Act  for  a  new 
source  within  the  small-sized  general 
molded,  extruded,  and  fabricated  rubber 
plants  subcategory  which  is  a  user  of  a 
publicly  owned  treatment  works  and  a 


major  contributing  Industry  as  defined 
in  Part  128  of  this  Chapter,  for  existing 
sources  (and  which  would  be  a  new 
point  source  subject  to  section  306  of  the 
Act,  if  it  were  to  discharge  pollutants  to 
the  navigable  waters) ,  shall  be  the  same 
standard  as  set  forth  in  Part  128  of  this 
Chapter,  except  that,  for  the  purpose  of 
this  section.  §§  128.121,  128.122,  128.132 
and  128.133  of  this  Chapter  shall  not 
apply. 

(a)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  w^hich  may  be 
discharged  to  a  publicly  owned  treatment 
works  by  a  new  point  source  subject  to 
the  provisions  of  this  subpart: 

Pollutant  or  pollutant  Pretreatment 

property  standard 

pH -  No  limitation. 

TSS _  Do. 

OH  and  grease _  100  mg/l  dally 

maximum. 

fb)  The  following  pretreatment 
standard  establishes  the  quantity  or 

quality  of  pollutants  or  pollutant  prop¬ 
erties,  controlled  by  this  section,  and 
attributable  to  lead -sheathed  hose  pro¬ 
duction,  which  may  be  discharged  to  a 
publicly  owned  treatment  w'orks  by  a  new 
point  source  subject  to  the  provisions 
of  this  subpart,  in  addition  to  the  limita¬ 
tions  set  forth  by  §  428.56(a) : 


Pretreatment  standards 

Pollutant  or  - - 

pollutant  Average  of  dally 

property  Maximum  for  values  for  thirty 

any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kgiTckg  of  raw  material 


Lead .  0.0017  .  0.0007 


(English  units)  IbAOOO  lb  of  raw  material 


Lead .  0.0017  .  0.0007 


Subpart  F — Medium-Sized  General  Molded, 
Extruded,  and  Fabricated  Rubber  Plants 
Subcategory 

§  428.60  Applicability;  description  of 
the  medium-sized  general  molded, 
extruded,  and  fabricated  rubber 
plants  subcategory. 

The  following  provisions  of  this  sub- 
part  are  applicable  to  process  waste 
water  discharges  resulting  from  the 
production  of  molded,  extruded,  and  fab¬ 
ricated  rubber  products,  foam  rubber 
backing,  rubber  cement-dipped  goods, 
and  retreaded  tires  by  medium-sized 
plants.  Specifically  excluded  from  the 
provisions  of  this  subpart  are  the  dis¬ 
charges  resulting  from  the  production 
of  latex-based  products,  tires  and  inner 
tubes,  and  those  discharges  from  textile 
plants  subject  to  the  provisions  of  Part 
410  of  this  chapter. 

§  428.61  SpecialhtTfl  defmitions. 

For  the  purpose  of  this  subpart: 

(a)  Exc^  as  provided  below,  the  gen¬ 
eral  definitions,  abbreviations  and 
methods  of  analysis  set  forth  in  Part 


401  of  this  chapter  shall  apply  to  this 
subpart. 

(b)  The  term  “raw  material”  shall 
mean  all  natural  and  synthetic  rubber, 
carbon  black,  oils,  chemical  compounds, 
and  fabric  used  in  the  manufacture  of 
general  molded,  extruded,  and  fabri¬ 
cated  rubber  prcxiucts. 

(c)  The  term  “raw  material  equiva¬ 
lent”  shall  be  equal  to  the  raw  material 
usage  multiplied  by  the  volume  of  air 
scrubbed  via  wet  scrubbers  divided  by 
the  total  volume  of  air  scrubbed. 

(d)  The  term  “medium-sized  plants” 
shall  mean  plants  which  process  between 
3,720  kg/day  (8,200  Ibs/day)  and  10,430 
kg/day  (23,000  Ibs/day)  of  raw  materials. 

§  428.62  EfRuont  limitations  guidelines 
representing  the  degree  of  eflluenl 
reduction  attainable  by  the  applica¬ 
tion  of  the  best  practicable  control 
technology  currently  available. 

In  establishing  the  limitations  set 
forth  in  this  section,  EPA  took  into  ac¬ 
count  all  information  it  was  able  to  col¬ 
lect,  develop  and  solicit  with  respect  to 
factors  (such  as  age  and  size  of  plant, 
raw  materials,  manufacturing  processes, 
products  produced,  treatment  tech¬ 
nology  available,  energy  requirements 
and  costs)  which  can  affect  the  indus¬ 
try  subcategorization  and  effluent  levels 
established.  It  is,  however,  possible  that 
data  which  would  affect  these  limita¬ 
tions  have  not  been  available  and,  as  a 
result,  these  limitations  should  be  ad¬ 
justed  for  certain  plants  in  this  industry. 
An  individual  discharger  or  other  in¬ 
terested  person  may  submit  evidence  to 
the  Regional  Administrator  (or  to  the 
State,  if  the  State  has  the  authority  to 
issue  NPDES  permits)  that  factors  re¬ 
lating  to  the  equipment  or  facilities  in¬ 
volved,  the  process  applied,  or  other 
such  factors  related  to  such  discharger 
are  fundamentally  different  from  the 
factors  considered  in  the  establishment 
of  the  guidelines.  On  the  basis  of  such 
evidence  or  other  available  information, 
the  Regional  Administrator  (or  the 
State)  will  make  a  written  finding  that 
such  factors  are  or  are  not  funda¬ 
mentally  different  for  that  facility  com¬ 
pared  to  those  specified  in  the  Develop¬ 
ment  Document.  If  such  fimdamentally 
different  factors  are  found  to  exist,  the 
Regional  Administrator  or  the  State 
shall  establish  for  the  discharger  effluent 
limitations  in  the  NPDES  permit  either 
more  or  less  stringent  than  the  limita¬ 
tions  established  herein,  to  the  extent 
dictated  by  such  fundamentally  different 
factors.  Such  limitations  must  be  ap¬ 
proved  by  the  Administrator  of  the  En¬ 
vironmental  Protection  Agency.  Tlie  Ad¬ 
ministrator  may  approve  or  disapprove 
such  limitations,  specify  other  limita¬ 
tions,  or  Initiate  proce^ings  to  revise 
these  regulations. 

(a)  The  following  limitations  establish 
the  quantity  or  quality  of  pollutants  or 
pollutant  properties,  controlled  by  this 
section,  which  may  be  discharged  by 
a  point  source  subject  to  the  provisions 
of  this  subpart  after  application  of  the 
best  practicable  control  technology  cur¬ 
rently  available: 
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EfBoent  limitations 


Effluent  Avwage  of  daily 

characteristic  Maximum  for  values  for  thirty 
any  one  day  oonsecutlvs  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Oil  and  Grease . 0.42 .  0. 16 

T8S . 0.80 .  0.40 

pH . Within  the  . 

range  0.0  to 

8.0. 


(English  units)  IbAOOO  Ib  of  raw  matMlal 


Oil  and  Grease . 0i« .  0. 16 

T88 .  0.80 .  0.40 

pH . Within  the  . . . 

range  0.0  to 
8.0. 


(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  lead- 
sheathed  hose  production,  which  may  be 
discharged  by  a  point  source  subject  to 
the  provisions  of  this  subpart  after  ap¬ 
plication  of  the  best  practicable  control 
technology  currently  available,  in  addi¬ 
tion  to  the  limitations  set  forth  by 
§  428.62(a) : 


Effluent  limitations 


§  428.63  E£9aent  limitations  guidelines 
representing  the  degree  of  eflBuent 
reductkm  attainaUe  by  the  applica¬ 
tion  of  the  best  availaUe  technology 
economically  achievable. 

(a)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  polluUmts 
or  pollutant  properties,  controlled  this 
section,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions  of 
this  subpart  after  application  of  the 
best  available  technol<^  economically 
achievable: 


Effluent  limitations 

Effluent 

characteristic 

Maximum  fat 
any  one  day 

Average  of  dally 
values  for  thirty 
eonseeutive  days 
Shan  not  exceed— 

(Metric  units)  kg/kkg  of  new  material 

Oil  and  Grease . 

T8S . 

pH  . 

0.42 . 

0.80 . 

a  16 

0.40 

range  6.0  to 
8.0. 

(English  units)  IbAOOO  lb  of  raw  material 

6.42 _ 

a  15 

T8S . 

pH  . 

.  0.80 . 

.  Within  the 

a4o 

range  6.0  to 
9.0. 

Effluent  limitations 

Effluent  Average  dally 

ebaraeterlstlo  Maximum  for  values  for  thirty 
any  one  day  eonseeutive  days 
shall  not  exceed 


(Metric  units)  kg/kkg  of  raw  material  equivalent 


T88 . .  0.5 


(English  units)  Ib/MOO  lb  of  raw  material  equivalent 


TS8 . bs .  ae 

§  428.64  [Reserved] 

§  428.65  Standards  of  performance  for 
new  sonrees. 

(a)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  which  may  be 
discharged  by  a  new  soiurce  subject  to 
the  provisions  of  this  subpeut: 


Effluent  limitations 

Effluent  •  Average  of  daily 

characteristic  Maximum  for  values  for  thirty 

any  one  day  consecutive  days 

shall  not  exceed— 


(Metric  units)  kg)kkg  of  raw  material 


E  ffluent  Average  of  daily 

characteristic  Maximum  for  values  for  thirty 
any  one  day  eonseeutive  days 
^all  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Lead . 0.6017, 


0.0007 


(EngUsh  units)  IbAOOO  Ib  of  raw  material 


Lead .  0.6017 .  0.0007 


(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by 
this  section,  and  attributable  ot  lead- 
sheathed  hose  production,  which  may  be 
discharged  by  a  point  source  subject  to 
the  provisions  of  this  subpart  after  ap¬ 
plication  of  the  best  available  technology 
economically  achievable,  in  addition  to 
the  limitations  set  forth  by  S  428.63(a) : 


on  and  Grease _ a42 _ 

T88 . 6.M . 

pH . Within  the 

range  6.8  to 

8.6. 


ai6 

0.40 


(English  nuiti)  IbAOOO  )b  of  raw  material 


Oil  and  Greaso _ 6.42 . .  0. 15 

T88 . 6J0 .  0.40 

pH . WhMn  the  . 

range  6.0  to 
s.a 


(c)  Hie  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  wet  scrub¬ 
bers,  which  may  be  discharged  by  a  point 
source  subject  to  the  provisions  of  this 
subpmrt  after  application  of  the  best 
practicable  control  technology  currently 
available,  in  addition  to  the  limitations 
set  forth  by  S  428.62(a) : 


Effluent  limitations 


Effluent  Averam  of  daily 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  excem 


(Metric  units)  kgArkg  of  raw  material 


Lead . 6.0017 . .  a  0007 


(BngUdi  units)  IbAOOO  lb  of  raw  material 


(b)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  quali¬ 
ty  of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  and  attributa¬ 
ble  to  lead-sheathed  hose  production, 
which  may  be  discharged  by  a  new  source 
subject  to  the  provisions  of  this  subpart, 
in  addition  to  the  limitations  set  forth 
by  §  428.65(a) : 


Effluent  limitations 


Effluent  Average  of  daily 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material  equivalent 


TBS . 6.8 .  2.8 


(English  units)  IbAOOO  lb  of  raw  material  equivalent 


TS8 . 5.8 .  2.9 


Lead .  0.0017 .  0.0007 


(c)  The  following  limitations  establish 
the  quantity  or  quality  of  pollutants  or 
pollutant  properties,  controlled  by  this 
section,  and  attributable  to  wet  scrubbers, 
which  may  be  discharged  by  a  point 
source  subject  to  the  provisions  of  this 
subpart  after  application  of  the  best 
available  technology  economically 
achievable,  in  addition  to  the  limitations 
set  forth  by  §  428.63 : 


Effluent  Bmltatlcns 


Effluent  Average  of  dally 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metria  uaits)  kg/kkg  of  raw  material 


Lead . ae617  .  0.0007 


(EngUata  nnils)  IbAOOO  Ib  of  raw  material 


Lead . aon7 .  a  0007 
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§  42S.66  PrctrcaUucnt  standards  for 
new  sources. 

The  pretreatment  standards  under  sec¬ 
tion  307(c)  of  the  Act  for  a  new  source 
within  the  medium -sized  general  molded, 
extruded,  and  fabricated  rubber  plants 
subcategory  which  is  a  user  of  a  publicly 
owned  treatment  works  and  a  major  con¬ 
tributing  industry  as  defined  in  Part  128 
of  this  chapter,  for  existing  sources  (and 
which  would  be  a  new  point  source  sub¬ 
ject  to  section  306  of  the  Act,  if  it  were 
to  discharge  pollutants  to  the  navigable 
waters) ,  shall  be  the  same  standard  as 
set  forth  in  Part  128  of  this  chapter,  ex¬ 
cept  that,  for  the  purpose  of  this  section, 
§§  128.121,  128.122.  128.132  and  128.133  of 
this  chapter  shall  not  apply. 

(a)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality  of 
pollutants  or  pollutant  properties  con¬ 
trolled  by  this  section  which  may  be  dis¬ 
charged  to  a  publicly  owned  treatment 
works  by  a  new  point  source  subject  to 
the  provisions  of  this  subpart: 

Pollutant  or  pollutant  Pretreatment 

property  standard 

pH _  No  limitation. 

TSS . - .  Do. 

Oil  and  grease _  100  mg/1  daily  maxi¬ 

mum. 

(b)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality  of 
pollutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  and  attributable 
to  lead-sheathed  hose  production,  which 
may  be  discharged  to  a  publicly  owned 
treatment  works  by  a  new  point  source 
subject  to  the  provisions  of  this  subpart, 
in  addition  to  the  limitations  set  forth  by 
§  428.66(a) : 


Pollutant  or 
Pollutant 
Property 

Pretreatment  Standards 

Maximum  for 
any  one  day 

Average  of  dally 
values  for  thirty 
consecutive  days 
shall  not  exceed— 

(Metric  units)  kg/kkg  of  raw  material 

Lead . 

..  0.0017 . 

aooo7 

(English  units)  IbADOO  lb  of  raw  material 

IjMiA _ 

__  0.0017 _ 

O.OOC7 

Subpart  G — Large-Sized  General  Molded, 
Extruded,  and  Fabricated  Rubber  Plants 
Subcategory 

§  428.70  Applicability;  description  of 
the  large-sized  general  molded,  ex¬ 
truded,  and  fabricated  rubber  plants 
subcategory. 

The  following  provisions  of  this  sub¬ 
part  are  applicable  to  process  waste  water 
discharges  resulting  from  the  production 
of  molded,  extruded,  and  fabricated  rub¬ 
ber  products,  foam  rubber  backing,  rub¬ 
ber  cement-dipi>ed  goods,  and  retreaded 
tires  by  large-sized  plants.  Specifically 
excluded  from  the  provisions  of  this  sub¬ 
part  are  the  discharges  resulting  from 
the  production  of  latex-based  products, 
tires  and  inner  tubes,  and  those  dis¬ 


charges  from  textile  plants  subject  to  the 
provisions  of  Part  410  of  this  chapter. 

§  428.71  Specialized  definitions. 

For  the  purpose  of  this  subpart: 

(a)  Except  as  provided  below,  the  gen¬ 
eral  definitions,  abbreviations  and  meth- 
ods  of  analysis  set  forth  in  Part  401  of 
this  chapter  shall  apply  to  this  subpart. 

(b)  The  term  “raw  material”  shall 
mean  all  natural  and  synthetic  rubber, 
carbon  black,  oils,  chemical  compounds, 
and  fabric  used  in  the  mantifacture  of 
general  molded,  extruded,  and  fabricated 
rubber  products. 

(c)  The  term  “raw  material  equiva¬ 
lent”  shall  be  equal  to  the  raw  material 
usage  multiplied  by  the  volume  of  air 
scrubbed  via  wet  scrubbers  divided  by 
the  total  volume  of  air  scrubbed. 

(d)  The  term  “large-sized  plants” 
shall  mean  plants  which  process  more 
than  10,430  kg/day  (23,000  Ibs/day)  of 
raw  materials. 

§  428.72  Effluent  limitations  guidelines 
representing  the  degree  of  effluent 
reduction  attainable  by  the  applica¬ 
tion  of  the  best  practicable  control 
technology  currently  available. 

In  establishing  the  limitations  set  forth 
in  this  section,  EPA  took  into  account  all 
information  it  was  able  to  collect,  develop 
and  solicit  with  respect  to  factors  (such 
as  age  and  size  of  plant,  raw  materials, 
manufacturing  processes,  products  pro¬ 
duced,  treatment  technology  available, 
energy  requirements  and  costs)  which  can 
affect  the  industry  subcategorization  and 
effluent  levels  established.  It  is,  however, 
possible  that  data  which  woxild  affect 
these  limitations  have  not  been  avail¬ 
able  and,  as  a  result,  these  limitations 
should  be  adjusted  for  certain  plants  in 
this  Industry.  An  individual  discharger 
or  other  interested  person  may  submit 
evidence  to  the  Regional  Administrator 
(or  to  the  State,  if  the  State  has  the  au¬ 
thority  to  issue  NPDES  permits)  that 
factors  relating  to  the  equipment  or 
facilities  involved,  the  process  applied,  or 
other  such  factors  related  to  such  dis¬ 
charger  are  fundamentally  different  from 
the  factors  considered  in  the  establish¬ 
ment  of  the  guidelines.  On  the  basis  of 
such  evidence  or  other  available  in- 
fwination,  the  Regional  Administrator 
(or  the  State)  will  make  a  written  find¬ 
ing  that  such  factors  are  or  are  not 
fundamentally  different  for  that  facility 
compared  to  those  specified  In  the  Devel¬ 
opment  Document.  If  such  funda¬ 
mentally  different  factors  are  foimd  to 
exist,  the  Regional  Administrator  or  the 
State  shall  establish  for  the  discharger 
effluent  limitations  in  the  NPDES  permit 
either  more  or  less  stringent  than  the 
limitations  established  herein,  to  the 
extent  dictated  by  such  fundamentally 
different  factors.  Such  limitations  must 
be  approved  by  the  Administrator  of  the 
Environmental  Protection  Agency.  The 
Administrator  may  approve  or  disapprove 
such  limitations,  specify  other  limita¬ 
tions,  or  initiate  proceedings  to  revise 
these  regulations. 

(a)  The  following  limitations  establish 
the  quantity  or  quality  of  pollutants  or 


pollutant  properties,  controlled  by  this 
section,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions  of 
this  subpart  after  application  of  the  best 
practicable  control  technology  currently 
available: 


Effluent  limitations 


Effluent  Average  of  dally 

eharacterlstle  Maximum  for  value  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed- 


(Metric  units)  kg/kkg  of  raw  material 


Oil  and  Orease .  0.28 .  0. 093 

TSS . O.SO .  a  25 

pn . Within  the  . 

range  6.0  to 
o.a 


(Enghab  units)  lb/1000  lb  of  raw  material 


on  and  Orease .  0.26 . . . .  0. 008 

TSS . aso .  a  25 

pll - - -  Within  the 

range  6.0  to 
0.0. 


(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  lead-sheathed 
hose  production,  which  may  be  dis¬ 
charged  by  a  point  source  subject  to  the 
provisions  of  this  subpart  after  applica¬ 
tion  of  the  best  practicable  control  tech¬ 
nology  currently  available,  in  addition  to 
the  limitations  set  forth  by  §  428.72(a) : 


Effluent  limitations 


Effluent  Average  of  daily 

characteristic  Maximum  for  valitcs  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Lead- . 0.0017 . . 0. 0007 

(English  units)  IbAOOO  Ib  of  raw  material 


Lead .  0.0017 .  0.0007 


(c)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  wet  scrub¬ 
bers,  which  may  be  discharged  by  a  point 
source  subject  to  the  provisions  of  this 
subpart  after  application  of  the  best  prac¬ 
ticable  control  technology  currently 
available,  in  addition  to  the  limitations 
set  forth  by  §  428.72(a) : 


Effluent  limitations 


Effluent  Average  of  daily 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material  equivalent 


TBS . 5.8 .  2.9 


(English  units)  IbAOOO  lb  of  raw  material  equivalent 


T88 . 5.8 . .  2.9 
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128.73  Ellluent  limitationfl  guidelines 
representing  the  degree  of  effluent 
reduction  attainable  by  the  applica¬ 
tion  of  the  best  available  technology 
economically  achievable. 

(a)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by 
this  section,  which  may  be  discharged 
by  a  point  source  subject  to  the  provi¬ 
sions  of  this  subpart  after  application 
of  the  best  available  technology  economi¬ 
cally  achievable: 


Efflusnt  limitations 


Effluent  Averaffe  of  daily 

chai  acteristio  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Oil  and  Grease . 0.20 . .  0. 093 

T98 . 0-50 .  0.25 

pU _ Within  the  . . . 

range  6.0  to 
9.0. 


(English  units)  lb/1000  lb  of  raw  material 


Oil  and  Grease . 0.26 _  0.003 

T88 .  0.50 .  a  25 

pH . Within  tho  . 

'  range  6.0  to 

9.0. 


(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  lead- 
sheathed  hose  production,  which  may  be 
discharged  by  a  ix)int  source  subject  to 
the  provisions  of  this  subpart  after  ap¬ 
plication  of  the  best  available  technology 
economically  achievable,  in  addition  to 
the  limitations  set  forth  by  §  428.73(a) : 


Effluent  limitations 


Effluent  Average  of  daily 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  unlt.<i)  kg/kkg  of  raw  material 

. 0.0017 _ 

aooo7 

(English  units)  lh/1000  Ib  of  raw  material 

_  0.0017 _ 

aooo7 

(c)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section,  and  attributable  to  wet  scrub¬ 
bers,  which  may  be  discharged  by  a  point 
source  subject  to  the  provisions  of  this 
subpart  after  application  of  the  best 
available  technology  economically 
achievable,  in  addition  to  the  limitations 
set  forth  by  §  428.73(a) : 


Effluent  limitations 


Effluent  Average  of  daily 

eharacterlstie  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed — 


(Metric  units)  kg/kkg  of  raw  material  equivalent 


TBS . 1.0 .  as 


(English  units)  lb/1000  lb  of  raw  material  equivalent 


TSS .  1.0 .  0.5 


§  428.74  [Reserved] 

§  428.75  Standards  of  performance  for 
new  sources. 

(a)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  which  may  be 
discharged  by  a  new  source  subject  to 
the  provisions  of  this  subpart: 


Effluent  limitations 


Efflumt  Average  of  dally 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  dap 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Oil  and  Grease .  0.26 . . .  0.093 

TS3 . 0.50 .  a  25 

pH . Within  the  . ' 

range  6.0  to 
9.0. 


(English  units)  lb/1000  lb  of  raw  materied 


OH  and  Grease _  0.26 .  0. 093 

TS3 . 0.50 .  0. 25 

pH.„ _ _ Within  the  . . . 

range  6.0  to 
9.0. 


(b)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properties, 
controlled  by  this  section  and  attribut¬ 
able  to  lead-sheathed  hose  production, 
which  may  be  discharged  by  a  new  source 
subject  to  the  provisions  of  this  subpart, 
in  addition  to  the  limitations  set  forth 
by  §  428.75(a): 


Effluent  limitations 


Effluent  Average  of  daily 

characteristic  Maximum  for  values  for  Uiirty 
any  one  day  consecutive  dap 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Lead .  0.0017 .  0.0007 


(English  units)  lb/1000  lb  of  raw  material 


Lead .  0.0017 .  0.0007 


§  128.76  Pretreatment  standards  for 
new  sources. 

The  pretreatment  standards  under 
section  307(c)  of  the  Act  for  a  new  source 
within  the  large-sized  general  molded, 
extruded,  and  fabricated  rubber  plants 
subcategory  which  is  a  user  of  a  publicly 
owned  treatment  works  and  a  major  con¬ 
tributing  industry  as  defined  in  Part  128 
of  this  c:7iapter,  for  existing  sources  (and 
which  would  be  a  new  point  source  sub¬ 
ject  to  section  306  of  the  Act,  if  it  were  to 
discharge  pollutants  to  the  navigable 
waters),  shall  be  the  same  standard  a§ 
set  forth  in  Part  128  of  this  CJhapter,  ex¬ 
cept  that,  for  the  purpiose  of  this  section, 
§§  128.121,  128.122,  128.132  and  128.133 
of  this  Chapter  shall  not  apply. 

(a)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  which  may  be 
discharged  to  a  publicly  owned  treatment 
works  by  a  new  point  source  subject  to 
the  provisions  of  this  subpart: 

Pollutant 

or  pollutant  Pretreatment 

property  Standard 

pH  _  No  limitation. 

TSS  . . . .  Do. 

OU  and  grease _  100  mg/1  dally  max¬ 

imum. 

(b)  the  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality  of 
pollutants  or  pollutant  properties  con¬ 
trolled  by  this  section,  and  attributable 
to  lead-sheathed  hose  production,  which 
may  be  discharged  to  a  publicly  owned 
treatment  works  by  a  new  point  source 
subject  to  the  provisions  of  this  subpart, 
in  addition  to  the  limitations  set  forth 
by  S  428.76(a) : 


Pollutant  or 
pollutant 
property 

Pretreatment  standards 

Maximum  for 
any  one  day 

Average  of  daily 
vahies  for  thirty 
oonsecuUve  days 
shall  not  exceed 

(Metric  units)  kg/kkg  of  raw  material 

Lead _ 

..  a0017  -  -  __ 

a  0007 

(English  nnits)  lb/1000  lb  of  raw  material 

Lead . 

0.0017 . 

a  0007 

Subpart  H — ^Wet  Digestion  Reclaimed 
Rubber  Subcategory 

§  428.80  Applicability;  description  of 
the  wet  digestion  reclaimed  rubber 
subcategory. 

The  provisions  of  this  subpart  are 
applicable  to  process  waste  water  dis¬ 
charges  resulting  from  the  production  of 
reclaimed  rubber  by  use  of  the  wet  diges¬ 
tion  process. 
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§  428.81  Sprcializod  definitions. 

For  the  purpose  of  this  sul^art: 

(a)  Except  as  provided  below,  the  gen¬ 
eral  definitions,  abbreviations  and  meth¬ 
ods  of  analysis  set  forth  in  Part  401  of 
this  chapter  shall  apply  to  this  subpart. 

§  428.82  Effluent  limitations  p^uidelines 
representing  the  degree  of  effluent 
reduction  attainable  by  the  applica¬ 
tion  of  the  best  practicable  control 
technology  currently  available. 

In  establishing  the  limitations  set  forth 
in  this  section,  EPA  took  into  accoimt  all 
information  it  was  able  to  collect,  devel(H> 
and  solicit  with  respect  to  factors  (such 
as  age  and  size  of  plant,  raw  materials, 
manufacturing  processes,  products  pro¬ 
duced,  treatment  technology  available, 
energy  requirements  and  costs)  which 
can  affect  the  industry  subcategorization 
and  efiSuent  levels  established.  It  is,  how¬ 
ever,  possible  that  data  which  would  af¬ 
fect  these  limitations  have  not  been 
available  and,  as  a  residt,  these  limita¬ 
tions  should  be  adjusted  for  certain 
plants  in  this  industry.  An  individual  dis¬ 
charger  or  other  interested  person  may 
submit  evidence  to  the  Regional  Admin¬ 
istrator  (or  to  the  State,  if  the  State 
has  the  authority  to  issue  NPDES  per¬ 
mits)  that  factors  relating  to  the  equip¬ 
ment  or  facilities  involved,  the  process 
applied,  or  other  such  factors  related  to 
such  discharger  are  fimdamentally  dif¬ 
ferent  from  the  factors  considered  in  the 
establishment  of  the  guidelines.  On  the 
basis  of  such  evidence  or  other  available 
Information,  the  Regional  Administra¬ 
tor  (or  the  State)  will  make  a  written 
finding  that  such  factors  are  or  are  not 
fundamentally  different  for  that  fEwiility 
compared  to  those  specified  in  the  Devel¬ 
opment  Document.  If  such  fimdamen¬ 
tally  different  factors  are  found  to  exist, 
the  Regional  Administrator  or  the  State 
shall  establish  for  the  discharger  effluent 
limitations  in  the  NPDES  permit  either 
more  or  less  stringent  than  the  limi¬ 
tations  established  herein,  to  the  extent 
dictated  by  such  fundamentally  differ¬ 
ent  factors.  Such  limitations  must  be 
approved  by  the  Administrator  of  the 
Environmental  Protection  Agency.  The 
Administrator  may  approve  er  disap¬ 
prove  such  limitations,  specify  other  lim¬ 
itations,  or  initiate  proceedings  to  reidse 
these  regulations.  The  following  limita¬ 
tions  establish  the  quantity  or  quality 
of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  which  may  be 
discharged  by  a  point  source  subject  to 
the  provisions  of  this  subpart  after  ap¬ 
plication  of  the  best  practicable  control 
technology  currently  available: 


EfBomt  Hmltations 


EfBmnt  Avcnceof  dally 

characteristic  Maxtanmn  to  vahMe  to  tUity 
any  one  day  eonseeative  days 
Shan  not  exceed— 


(Metric  units)  kg/hkg  of  product 


COD . 14.7 .  All 

Oil  and  Orease . 0.40.. .  0. 144 

T88_ . 1.04 .  a  52 

pH . Within  the  . 

range  0.0  to 
9.0. 


(English  units)  lb/1000  lb  of  product 


COD . . 

Oil  and  (Irease. 

T88 . . 

pH . 


14.7 .  0.11 

0.40 .  0. 144 

1.04 .  a  62 

Within  the  . 

range  0.0  to 
9.0. 


§  428.83  Effluent  limitations  guidelines 
representing  the  degree  of  effluent 
redaction  attainable  by  the  applica¬ 
tion  of  the  best  available  technology 
economically  achievable. 

The  folowing  limitations  establish 
the  quantity  or  quality  of  pollutants  or 
pollutant  properties,  controlled  by  this 
section,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions  of 
this  subpart  after  application  of  the  best 
available  technology  economically 
achievable: 


Effluent  limitations 

Effluent 

characteristic 

Maximum  for 
any  one  day 

Average  of  daily 
values  to  thirty 
eonseeutlve  days 
shall  not  exceed— 

(Metric  units)  kg/kkg  of  product 

COD . 

Oil  and  Grease _ 

14.7 . 

0.40 . 

6.11 

0.144 

TSB  . 

1.04 . 

a  62 

pH . 

range  6.0  to 
9.0. 

(English  units)  IbAOOO  Ib  of  product 

COD . 

14.7 . 

All 

0.144 

6.40 . 

T8S . 

pH . 

1.04 . 

- 

CL62 

range  6.0  to 
9.0. 

§428.84  [Reserved]. 

§  428.85  Standards  of  performance  for 
new  sources. 

The  following  standards  of  perform¬ 
ance  establish  the  quantity  or  quality  of 
poUutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  which  may  be  dis¬ 
charged  by  a  new  source  subject  to  the 
provisions  of  this  subpart: 


EfBuent  limitations 


Effluent  Average  of  daily 

ebaracteristie  Uaztmnm  for  values  for  thirt  y 

any  one  day  eonseeutlve  days 
shall  not  exceed  - 


(Metric  units)  kg/kkg  of  product 


COD . 14.7 .  6. 11 

Oil  and  Grease _ 9.40 _ _  a  144 

T88 . l.M .  0.  62 

pH . Within  the  . 

fange  6.0  to 
9.0. 


(Engltoi  niUts)  IbAOOO  lb  of  product 


COD . . M.7 .  6. 11 

Oil  and  Grease _ 9.40 _ _  ,  0.144 

T88 . . 1A4 .  '  0.62 

pH . WitMa  the  . 

range  6.0  to 
9.0. 


§  428.86  Pretreatment  standards  for 
new  sources. 

The  pretreatment  standards  under 
section  307(c)  of  the  Act  for  a  new 
source  within  the  wet  digestion  reclaimed 
rubber  suibcategory  which  is  a  user  of 
a  publicly  owned  treatment  works  and 
a  major  contrfiiuting  industry  as  defined 
in  Part  128  of  this  chapter,  for  existing 
sources  (and  which  would  be  a  new  point 
source  subject  to  section  306  of  the  Act, 
if  it  were  to  discharge  pollutants  to  the 
navigable  waters),  shall  be  the  same 
standard  as  set  forth  in  Part  128  of  this 
chapter,  except  that,  for  the  purpose  of 
this  section,  S§  128.121,  128.122,  128.132 
and  128.133  of  this  chapter  shall  not 
f^ply.  The  following  pretreatment 
standard  eslabli^tes  the  quantity  or 
quality  of  pollutants  or  pollutant  prop¬ 
erties,  controlled  by  this  section,  which 
m€iy  be  discharged  to  a  publicly  owned 
treatment  works'  by  a  new  point  source 
subject  to  the  provisions  of  this  sulHiart: 


Pretreatment  Standards 


PoHutaat  ar  Average  of  daily 

PoUolaat  Ifatonum  for  values  for  thirty 
PioperW  uay  one  day  eonseouttve  days 

shall  not  exceM— 


(Metrie  units)  kg/Ug  of  product 


COD . . 14.7 .  6. 11 

oil  and  Grease _ 100  mtji . . . 

T88 . . . .  No  Unutation . 

pH . . .  No  ttiBltetion.. . 


(EngUsb  units)  Ib/1000  Ib  of  product 


COD . 14.7 .  6.  n 

Oil  and  Orease _ MW  mgft . 

T88 - - No  Umitation.. . . 

pH _ _ No  Umitation . .; 
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Subpart  I — Pan,  Dry  Digestion,  and 
Mechanical  Reclaimed  Rubber  Subcategory 

§  428.90  Applicability;  description  of 
the  pan,  dry  digestion,  and  meehan* 
ical  reclaimed  rubber  subcategory. 

The  provisions  of  this  subpart  are  ap¬ 
plicable  to  process  waste  water  dis¬ 
charges  resulting  from  the  production 
of  reclaimed  rubber  except  when  pro¬ 
duced  by  the  wet  digestion  process. 

§  428.91  Specialized  definitions. 

For  the  purpose  of  this  subpart: 

(a)  Except  as  provided  below,  the  gen¬ 
eral  definitions,  abbreviations  and  meth¬ 
ods  of  analysis  set  forth  in  Part  401  of 
this  chapter  shall  apply  to  this  subpart. 

§  428.92  Effluent  limitations  guidelines 
representing  the  degree  of  effluent 
reduction  attainable  by  the  applica¬ 
tion  of  the  best  practicable  control 
technology  currently  available. 

In  establishing  the  limitations  set 
forth  in  this  section,  EPA  took  into  ac¬ 
count  all  information  it  was  able  to  col¬ 
lect,  develop  and  solicit  with  respect  to 
factors  (such  as  age  and  size  of  plant, 
raw  materials,  manufacturing  processes, 
products  produced,  treatment  technology 
available,  energy  requirements  and  costs) 
which  can  affect  the  Industry  subcate¬ 
gorization  and  effluent  levels  established. 
It  is.  however,  possible  that  data  which 
would  affect  these  limitations  have  not 
been  available  and,  as  a  result,  these 
limitations  should  be  adjusted  for  cer¬ 
tain  plants  in  this  industry.  An  individ¬ 
ual  discharger  or  other  interested  person 
may  submit  evidence  to  the  Regional  Ad¬ 
ministrator  (or  to  the  State,  if  the  State 
has  the  authority  to  issue  NPDES  per¬ 
mits)  that  factors  relating  to  the  equip¬ 
ment  or  facilities  involved,  the  process 
applied,  or  other  such  factors  related  to 
such  discharger  are  fimdamentally  dif¬ 
ferent  from  the  factors  considered  in  the 
establishment  of  the  guidelines.  On  the 
basis  of  such  evidence  or  other  available 
information,  the  Regional  Administrator 
(or  the  State)  wjll  make  a  written  find¬ 
ing  that  such  factors  are  or  are  not 
fundamentally  different  for  that  facility 
compared  to  those  specified  in  the  De¬ 
velopment  Document.  If  such  funda¬ 
mentally  different  factors  are  found  to 
exist,  the  Regional  Administrator  or  the 
State  shall  establish  for  the  discharger 
effluent  limitations  in  the  NPDES  permit 
either  more  or  less  stringent  than  the 
limitations  established  herein,  to  the  ex¬ 
tent  dictated  by  such  fundamentally  dif¬ 
ferent  factors.  Such  limitations  must  be 
approved  by  the  Administrator  of  the 
Environmental  Protection  Agency.  The 
Administrator  may  approve  or  disap¬ 
prove  such  limitations,  specify  other  lim¬ 


itations,  or  initiate  proceedings  to  re¬ 
vise  these  regulations. 

(a)  The  following  limitations  establidi 
the  quantity  or  quality  of  pollutants  or 
pollutant  properties  controlled  by  this 
section,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions  of 
this  subpart  after  application  of  the  best 
practicable  control  twhnology  currently 
available: 


Effluent  limitations 


Effluent  Average  of  daily 

characteristie  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  product 


on  and  Grease . 0.40 .  0. 144 

T83 .  0  384 .  a  192 

pH _ _ Within  the  . . . . . 

range  6.0  to 
9.0. 


(English  units)  lb/1000  lb  of  product 


on  and  Grease . 0.40 .  0. 144 

TSS .  0.384 .  a  192 

pH _ Within  the  . . . 

range  6.0  to 
9.0. 


(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by  this 
section  and  attributable  to  pan,  dry  di¬ 
gestion,  and  mechanical  reclaimed  rub¬ 
ber  processes  which  are  integrated  with 
a  wet  digestion  reclaimed  process,  which 
may  be  discharged  by  a  point  source  sub¬ 
ject  to  the  provisions  of  this  subpart  after 
application  of  the  best  practicable  con¬ 
trol  technology  currently  available,  in 
additlcm  to  the  limitations  set  forth  by 
5  428.92(a): 


Effluent  limitationa 


Effluent  Average  of  dally 

characterisUo  Maximum  for  values  for  thirty 
any  one  day  corusecutive  da^ 
shall  not  exoeed— 


(Metric  units)  kg/kkg  of  product 


COD . 6.7 .  2.8 


(English  units)  IbAOOO  lb  of  product 


COD . 6.7 .  18 


§  428.93  Effluent  limitations  guidelines 
representing ,  the  degree  of  effluent 
reduction  attainable  by  the  applica¬ 
tion  of  the  best  available  technology 
economically  achievable. 

(a)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollut¬ 


ants  or  pollutant  properties,  controlled 
by  this  section,  which  may  be  discharged 
by  a  point  source  subject  to  the  provi¬ 
sions  of  this  subpart  after  application  of 
the  best  available  technology  economi¬ 
cally  achievable: 


,  Effluent  limitations 

Effluent 

charEuderiatie 

Maximum  for 
any  oue  day 

Average  of  dally 
values  for  thirty 
consecutive  days 
shall  not  exceed- 

(Metric  units)  kg/kkg  of  product 

on  and  Orea.se . 

0.40 . 

0. 144 

TSS . 

0384 

.  (X 192 

pH . 

range  6.0  to 
9.0. 

(English  units)  lb/1000  Ib  of  product 

on  and  Grease..  . 

0.40 _ 

a  144 

TSS _ 

0.384 . 

_  a  192 

pH . 

range  6.0  to 
9.0. 

(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollut¬ 
ants  or  pollutant  properties,  controlled 
by  this  section,  and  attributable  to  pan, 
dry  digestion,  and  mechanical  reclaimed 
rubber  processes  which  are  integrated 
with  a  wet  digestion  reclaimed  rubber 
process,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions 
of  this  subpart  after  application  of  the 
best  available  technology  economically 
achievable  in  addition  to  the  limitations 
set  forth  by  5  428.93(a): 


Effluent  limitationa 

Effluent  Average  of  daily 

cbarocteristie  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed 


(Metric  units)  kg/kkg  of  product 

COD... 

. 6.7 . 

as 

(English  units)  IbAOOO  lb  of  product 

COD.. 

. 6.7 . . 

as 

§  428.94  [Reserved] 

§  428.95  Standards  of  performance  for 
new  sources. 

(a)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properti 
controlled  by  this  section,  which  may 
discharged  by  a  new  source  subject 
the  provisions  of  this  subpart: 


FEDERAL  REGISTER.  VOL  40,  NO.  7— FRIDAY,  JANUARY  10,  1979 


sir.s 


2344 


RULES  AND  REGULATIONS 


Effluent  limitations 


Effluent  Average  of  daily 

characteristic  Maximum  for  values  fur  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kgj'kkg  of  product 


OH  and  Grease . OAO .  0.144 

TSS .  0.384  .  0.192 

pH . Within  the  . 

range  6.0  to 
9.0. 


(English  units)  lb/1000  lb  of  product 


OH  and  Grease . 0.40 .  0. 144 

TSS . . .  0.384 .  0.192 


range  6.0  to 
9.0. 


(b)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properties, 
controlled  by  this  section  and  attribut¬ 
able  to  pan,  dry  digestion,  and  mechani¬ 
cal  reclaimed  rubber  processes  which 
are  integrated  with  a  wet  digestion  re¬ 
claimed  rubber  process,  which  may  be 
discharged  by  a  new  source  subject  to 
the  provisions  of  this  subpart,  in  addi- 


tion  to  the 
§  428.95: 

limitations  set  forth  by 

Effluent  limitations 

Effluent 

charaeteristic 

Average  of  dally 
Maximum  for  values  for  thirty 
any  one  day  consecutive  days 

shall  not  exce^ 

(Metric  nnlUs)  kg/kkg  of  product 

COD . 

..  6.7 .  2.8 

(EnglBh  units)  lb/1000  lb  of  product 

COD . 

...6.7 .  2.8 

§  428.96  Pretrealmcnt  sdandards  for 
new  sourrcs. 

The  pretreatment  standards  under 
section  307  (c)  of  the  Act  for  a  new  source 
within  the  pan.  dry  digestion,  and  me¬ 
chanical  reclaimed  rubber  subcategory 
which  is  a  user  of  a  publicly  owned  treat¬ 
ment  works  and  a  major  contributing 
industry  as  defined  in  Part  128  of  this 
Chapter,  for  existing  sources  (and  which 
would  be  a  new  point  source  subject  to 
section  306  of  the  Act,  if  it  were  to  dis¬ 
charge  pollutants  to  the  navigable 
waters),  shall  be  the  same  standard  as 
set  forth  in  Part  128  of  this  chapter,  ex¬ 
cept  that,  for  the  purpose  of  this  section, 
5§  128.121,  128.122,  128.132  and  128.133 
of  this  chapter  shall  not  apply. 

(a)  The  following  pretreatment  stand¬ 
ard  establLshes  the  quantity  or  quality  of 
pollutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  which  may  be 
discharged  to  a  publicly  owned  treatment 
works  by  a  new  point  source  subject  to 
the  provisions  of  this  subpart : 


Pollutant  or  pollutant  Pretreatment 

property  standard 

pH _  No  limitation. 

TSS _  Do. 

Oil  and  grease _  100  mg/1  dally 

maximum. 

(b)  The  following  pre  treatment 
standard  establishes  the  quantity  or 
quality  or  pollutant  properties  ccwitrolled 
by  this  section  and  attributable  to  pan, 
dry  digestion,  and  mechanical  reclaimed 
rubber  processes  which  are  integrated 
with  a  wet  digestion  reclaimed  rubber 
process,  which  may  be  discharged  to  a 
publicly  owned  treatment  works  by  a 
new  point  source  subject  to  the  provi¬ 
sions  of  this  subpart,  in  addition  to  the 
limitations  set  forth  by  §  428.96(a) ; 


Pollutant  or 
Pollutant 
Property 

Pretreatmeut  Standards 

Average  of  daily 
Maximum  for  values  for  thirty 
any  one  day  eomsecutive  days 
shall  not  exceed— 

(Metric  units)  kg/kkg  of  product 

COD . 

..  6.7 .  2.8 

(Eaglish  units)  IbAOOO  Tb  of  product 

COD . 

..  6.7 .  2.8 

Subpart  J — Latex-Dipped,  Latex-Extruded, 

and  Latex-Molded  Rubber  Subcategory 

§  428.100  Applicability;  description  of 
the  latex-dipped,  latcx-extmded,  and 
latex-molded  rubber  subeatogory. 

The  provisions  of  this  subpert  are  ap¬ 
plicable  to  process  waste  water  dis¬ 
charges  resulting  from  the  manufacture 
of  latex-dipped,  latex-extruded,  and 
latex-molded  products  with  the  excep¬ 
tion  of  those  discharges  from  textile 
plants  subject  to  the  provisions  of  Part 
410  of  this  chapter. 

§  428.101  Specialized  definitionK. 

For  the  purpose  of  this  subpart: 

(a)  Except  as  provided  below,  the  gen¬ 
eral  definitions,  abbreviations  and 
methods  of  analysis  set  forth  in  Part  401 
of  this  chapter  shall  apply  to  this  sub¬ 
part. 

(b)  The  term  "chromium”  shall  mean 
total  chromium. 

(c)  The  term  "raw  material”  shall 
mean  all  latex  solids  used  in  the  manu¬ 
facture  of  latex-dipped,  latex-extruded, 
and  latex-molded  products. 

§  428.102  Effluent  limitations  guide-lines 
representing  tbe  degree  effluent 
reduction  attainable  by  tbe  applica¬ 
tion  of  the  best  practieable  control 
tcebnology  currently  available. 

In  establishing  the  limitations  set 
forth  in  this  section,  EPA  took  into  ac¬ 
count  all  information  it  was  able  to  col¬ 
lect,  develop  and  solicit  with  respect  to 
factors  (such  as  age  and  size  of  plant, 


raw  materials,  manufacturing  processes, 
products  produced,  treatment  technology 
available,  energy  requirements  and 
costs)  which  can  affect  the  industry 
subcategorization  and  effluent  levels  es¬ 
tablished.  It  is,  however,  possible  that 
data  which  would  affect  these  limitations 
have  not  been  available  and,  as  a  result, 
these  limitations  should  be  adjusted  for 
certain  plants  in  this  industry.  An  indi¬ 
vidual  discharger  or  other  interested  per¬ 
son  may  submit  evidence  to  the  Regional 
Administrator  (or  to  the  State,  if  the 
State  has  the  authority  to  issue  NPDES 
permits)  that  factors  relating  to  the 
equipment  or  facilities  involved,  the  proc¬ 
ess  applied,  or  other  such  factors  related 
to  such  discharger  are  fundamentally 
different  from  the  factors  considered  in 
the  establishment  of  the  guidelines.  On 
the  basis  of  such  evidence  or  other 
available  information,  the  Regional  Ad¬ 
ministrator  (or  the  State)  will  make  a 
written  finding  that  such  factors  are  or 
are  not  fundamentally  different  for  that 
facility  compared  to  those  specified  in 
the  Development  Document.  If  such 
fundamentally  different  factors  are 
found  to  exist,  the  Regional  Adminis¬ 
trator  or  the  State  shall  establish  for  the 
discharger  effluent  limitations  in  the 
NPDES  permit  either  more  or  less  strin¬ 
gent  than  the  limitations  established 
herein,  to  the  extent  dictated  by  such 
fimdamentally  different  factors.  Such 
limitations  must  be  approved  by  the  Ad¬ 
ministrator  of  the  Environmental  Pro¬ 
tection  Agency.  Tlie  Administrator  may 
approve  or  ^sapprove  such  limitations, 
specify  other  limitations,  or  Initiate  pro¬ 
ceedings  to  revise  these  regulations. 

(a)  The  following  limitations  estab¬ 
lish*  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by 
this  section,  which  may  be  discharged  by 
a  point  source  subject  to  the  provisions 
of  this  subpart  after  application  of  the 
l^st  practicable  control  technology  cur¬ 
rently  available: 


Efflupiit  limitations 


Effluent  Averafse  of  dally 

characteristic  Maxitnum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  anits)  kg/kkg  of  raw  material 


on  and  Grease.; _ 2.0 .  0.73 

BOD3 . 8.72 .  2.20 

TSS . 6.96 .  2.90 

pH . . Withlnthe  . 

range  6.0  to 
9.0. 


(EngUsli  aBlts)  Ik/1000  lb  of  raw  material 


OH  and  Grease _ 2.0 _ ... 

BOD6 . 1.72 . 

TSS . 6.96 . 

pll . Within  the 

range  6.0  to 
9.0. 
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(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  ix)llutant  properties,  controlled  by 
this  section,  and  attributable  to  plants 
employing  the  chi-omic  acid  form-clean¬ 
ing  operation,  by  a  point  source  subject 
to  the  provisions  of  this  subpart  after 
application  of  the  best  practicable  con¬ 
trol  technology  currently  available,  in 
addition  to  the  limitations  set  forth  by 
§  428.102(a) : 


Kffluent  limitations 

Kftliiont  Avprage  of  daily 

ctiaracitrislic  Maximmn  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed — 


(Metric  units)  kg/kkg  of  raw  material 


Cliromliun .  0.0086  .  0.0036 


(English  units)  lb/1000  lb  of  raw  material 


Cliromlum . . .  0.008G . .  0.0036 


Effluent  limitations 

Effluent 

charocteristlo 

Maximum  for 
any  one  day 

Average  of  dally 
values  for  thirty 
consecutive  days 
shall  not  exceed— 

(Metric  units)  kg/kkg  of  raw  material 

Chromium . 

...  0.0086 . 

0.0036 

(English  units)  lb/1000  lb  of  raw  material 

Chromium . . 

....  0.0086 . . 

0.0036 

§  428.104 

[Keserved] 

§  428.103  Standards  of  perf»»r!iiaiicc  for 
new  sources. 

(a)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  which  may  be 
discharged  by  a  new  source  subject  to 
the  provisions  of  this  subpart: 


§  428.106  Pretreatment  standards  for 
new  sources. 

The  pretreatment  standards  under  sec¬ 
tion  307(c)  of  the  Act  for  a  new  source 
within  the  latex-dipped,  latex-extruded, 
and  latex-molded  rubber  subcategory 
which  is  a  user  of  a  publicly  owned  treat¬ 
ment  works  and  a  major  contributing 
industry  as  defined  in  Part  128  of  this 
chapter,  for  existing  sources  (and  which 
would  be  a  new  point  source  subject  to 
section  306  of  the  Act,  if  it  were  to  dis¬ 
charge  piollutants  to  the  navigable 
waters),  shall  be  the  same  standard  as 
set  forth  in  Part  128  of  this  chapter,  ex¬ 
cept  that,  for  the  purpose  of  this  section, 
§§  128.121,  128.122,  128.132  and  128.133 
of  this  chapter  shall  not  apply. 

(a)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
of  pollutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  which  may  be  dis¬ 
charged  to  a  publicly  owned  treatment 
works  by  a  new  point  soiurce  subject  to 
the  provisions  of  tills  subpart: 


§  428.103  Eflluont  limitalious  !'ui(U4incs 
rf'presrnlinp  the  dt'frrco  of  eiriuent 
rodurtion  uttaiiiablo  by  the  applica¬ 
tion  of  the  be.«*t  available  tecbnology 
economically  achievable. 

(a)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by 
this  section,  w-hich  may  be  discharged  by 
a  point  source  subject  to  the  provisions 
of  this  subpart  after  application  of  the 


best  available 
achievable: 

technology 

economically 

Effluent  limitations 

Effluent 
charaet  eristic 

Maximum  for 
any  one  day 

Average  of  daily 
values  for  tliirty 
consecutive  days 
shall  not  exceed— 

(Metric  uull.s)  kg/kkg  of  raw  material 


Oil  and  Qrease _ 2.0 . 0.73 

ItOOS . 3.72 .  2.20 

TflS . 6.!t6 . 2.90 


|Ul . 

nmge  0.0  to 

9.0. 

(F.iigilsU  units)  11>/1000  lb  of  raw  material 


Oil  and  Grease... 

...  20 . 

0.73 

ISODfi . 

...  3.72 . 

2.20 

T«8 . 

...  6.96 . 

2.90 

Pll 

range  6.0  to 

9.0. 

(b)  The  following  limitations  estab¬ 
lish  the  quantity  or  quality  of  pollutants 
or  pollutant  properties,  controlled  by 
this  section  and  attributable  to  plants 
employing  the  chromic  acid  form-clean¬ 
ing  operation,  by  a  point  source  subject 
to  tlie  provisions  of  this  subpart  after 
application  of  the  best  available  tech¬ 
nology  economically  achievable,  in  ad¬ 
dition  to  the  limitations  set  forth  by 
§  428.103(a) : 


Efllueiit  limitations 


RiUuent  Average  of  dully 

charaeterlidlc  Maximum  for  values  for  tlilrty 
any  one  day  consecutive  days 
shall  not  excw^d— 


(Metric  mills)  kg.dckg  of  raw  material 


OH  and  (ireaso . 2.0 .  0.73 

1J01)5 . 3.72 .  2.20 

TSS . 6.96 . 2.90 

1>H . . WiOiin  llie  .  . 

range  6.0  to 
9.0. 


(English  units)  Ib/lOtiO  lb  of  raw  material 


Oil  and  (irea.se . 2.0. .  0.73 

}J01)5 . 3.72 .  2.20 

TSS . 6.96 .  2.90 

pU . Within  the  . . 

range  6.0  to 
9.0. 


(b)  The  following  standards  of  per¬ 
formance  establish  the  quantity  or  qual¬ 
ity  of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  and  attributa¬ 
ble  to  plants  employing  the  chromic  acid 
form-cleaning  operation,  which  may  be 
discharged  by  a  new  source  subject  to 
the  provisions  of  this  subpart,  in  addi¬ 
tion  to  the  limitations  set  forth  by 
§  428.102(a)  : 


Effluent  limitations 


Effluent  Avenrgp  of-daily 

cliaractc.risi  ic  Maximum  for  vaiue.s  for  tliirty 
any  one  day  eon seculive  days 

shall  not  exowHi — 


(Metric  units)  kg^Tikg  of  raw  material 

Chromium .  0.0086 . 

0.0036 

(English  units)  lb/1000  lb  of  raw  material 

Chromium .  0.0086 . 

0.0036 

Pollutant  or  pollutant  Pretreatment 

property  standard 

pH _  No  limitation. 

BOI> _ _  Do. 

TSS _ Do. 

Oil  and  grease _  100  mg,  1  daily  maxl- 

»  mum. 

(b)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality  of 
pollutant  properties  controlled  by  this 
section  and  attributable  to  plants  em¬ 
ploying  the  chromic  acid  form-cleaning 
operation,  which  may  be  discharged  to 
a  publicly  owned  treatment  works  by  a 
new  point  source  subject  to  the  provi¬ 
sions  of  this  subpart,  in  addition  to  the 
limitations  set  forth  by  §  428.106(a) : 


PoUiitant  or 
pollutant 
(iroiieny 

Pretreatment  standards 

Maximum  tor 
any  one  day 

Average  of  dally 
values  for  thirl  y 
consecutive  days 
shall  not  cxcer  il — 

(Metric  units)  kg/kkg  of  raw  material 

Chromium . 

..  0.0086 . 

0.0036 

(English  units)  lb/1000  lb  of  raw  material 

Chromium . 

..  0.0086 . . 

0.(Ktt6 

Subpart  K — Latex  Foam  Subcategory 

§  428.110  Applioukility ;  dt'^friplinn  of 
the  lulex  foam  subeategorv. 

Tlie  provisions  of  this  subpart  are  ap¬ 
plicable  to  process  waste  water  dis¬ 
charges  resulting  from  the  manufacture 
of  latex  foam  except  for  those  dis¬ 
charges  from  textile  plants  subject  to  the 
provisions  of  Part  410  of  this  chapter. 

§  428.1 1 1  Specialized  definitions. 

For  the  purpose  of  this  subpart: 

(a)  Except  as  provided  below,  the  gen¬ 
eral  definitions,  abbreviations  and  meth- 
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ods  of  analysis  set  forth  in  Part  401  of 
this  chapter  shall  apply  to  this  subpart. 

(b)  The  term  “raw  material”  shall 
mean  all  latex  solids  used  in  the  manu¬ 
facture  of  latex  foam. 

§428.112  Effluent  liiiiilalions  puidrlinos  " 
representinB  the  depree  of  effluent 
reduetion  attainable  by  the  applica¬ 
tion  of  the  best  practicable  control  3 
techiiolopy  currently  available.  ] 

In  establishing  the  limitations  set  forth  > 
in  this  section,  EPA  took  into  account  all 
information  it  was  able  to  collect,  develop 
and  solicit  with  respect  to  factors  (such 
as  age  and  size  of  plant,  raw  materials,  . 
manufacturing  processes,  products  pro-  . 
duced,  treatment  technology  available, 
energy  requirements  and  costs)  which 
can  affect  the  industry  subcategorization 
and  effluent  levels  established.  It  is,  how¬ 
ever,  possible  that  data  which  would  af¬ 
fect  these  limitations  have  not  been 
available  and,  as  a  result,  these  limita¬ 
tions  should  be  adjusted  for  certain 
plants  in  Uiis  industry.  An  individual 
discharger  or  other  interested  person 
may  submit  evidence  to  the  Regional 
Administrator  (or  to  the  State,  if  the 
State  has  the  authority  to  issue  NPDES 
permits)  that  factors  relating  to  the 
equipment  or  facilities  involved,  the 
process  applied,  or  other  such  factors 
related  to  such  discharger  are  funda¬ 
mentally  different  from  the  factors  con¬ 
sidered  in  the  establishment  of  the 
guidelines.  On  the  basis  of  such  evidence 
or  other  available  information,  the  Re¬ 
gional  Administrator  (or  the  State)  will 
make  a  wrritten  finding  that  such  factors 
are  or  are  not  fundamentally  different 
for  that  facihty  compared  to  those 
ET)ecifled  in  the  Development  Document. 
If  such  fundamentally  different  factors 
are  found  to  exist,  the  Regional  Adminis¬ 
trator  or  the  State  shall  establish  for  the 
discharger  eCBuent  limitations  in  the 
NPDES  permit  either  more  or  less  string¬ 
ent  than  the  limitations  established 
herein,  to  the  extent  dictated  by  such 
fundamentally  different  factors.  Such 
limitations  must  be  approved  by  the 
Administrator  of  the  Environmental 
Protection  Agency.  The  Administrator 
may  approve  or  disapprove  such  limita¬ 
tions,  specify  other  limitations,  or  ini¬ 
tiate  proceedings  to  revise  these  regula¬ 
tions.  The  following  limitations  establish 
the  quantity  or  quality  of  pollutants  or 
pollutant  properties,  controlled  by  this 
section,  which  may  be  discharged  by  a 
point  source  subject  to  the  provisions  of 
this  subpart  after  application  of  the  best 
practicable  control  technology  currently 
available: 


Effluent  limitations 

Effla«it  Average  of  daiiy 

ebaracterisUc  Maximum  for  vaiues  (or  thirty 
any  one  day  consecutive  da^ 
shall  not  exceed— 


(Metric  units)  of  raw  material 


Zinc. .  0.058 . 

BOD5 . 2.4 . 

TSS . 2.36 . 

pll _ _ Witiiln  the 

range  6.0  to 
9.0. 


Effluent  limitations 


Effluent 

oharacteiisUe 


Maximum  for 
any  one  day 


Average  of  daily 
values  for  thirty 
consecutive  days 
shall  not  exceed 


(Metric  units)  kg/kkg  of  raw  material 


Zinc . 0.ft58 . 

BOOfi . 2.4 . 

TSS . 2.26 . 

pH . — - . .  W  ithln  tlie 

range  6.0  to 
9.0. 


(English  units)  lb/1000  lb  of  raw  material 


Zinc . . . 0.058 . . 

BOn« . 2.4 . 

TSS . 2.26 . 

pH . . . .  Within  the 

range  6.0  to 
9.0. 


(English  units)  Ib/1000  lb  of  raw  material 


Zinc .  0.058 . 

BOD5 _ 2.4 . 

TSS . 2.26 . 

pll . . Within  the 

range  6.0  to 
9.0. 


§  428.113  Effluent  linutations  guidelines 
representing  the  degree  of  effluent 
reduetion  attainable  by  Uie  applica¬ 
tion  of  the  best  available  technology 
economically  achievable. 

Tlie  following  limitations  establish  the 
quantity  or  quality  of  pollutants  or  pol¬ 
lutant  properties,  controlled  by  this  sec¬ 
tion.  which  may  be  discharged  by  a  point 
source  subject  to  the  provisions  of  this 
subpart  after  application  of  the  best 
available  technology  economically 
achievable: 


Effluent  limitations 

Effluent 

eharaetecistic 

Maximum  for 
any  one  day 

Average  of  dally 
values  for  thirty 
consecutive  dasrs 
shall  not  exceed — 

(Metric  units)  kg/kkg  of  raw  material 

0.058 . 

a  024 

Bon5 

2.4 . 

1.4 

TSS . 

2.26 . 

0.94 

pH 

range  6.0  to 
9.a 

§428.116  Pretreatinent  standards  for 
new  sources. 

The  pretreatment  standards  under 
section  307(c)  of  the  Act  for  a  new 
source  within  the  latex  foam  subcate¬ 
gory  which  is  a  user  of  a  publicly  owned 
treatment  works  and  a  major  contrib¬ 
uting  industry  as  defined  in  Part  128 
of  this  chapter,  for  existing  sources  (and 
which  would  be  a  new  point  source  sub¬ 
ject  to  section  306  of  the  Act,  if  it  were 
to  discharge  pollutants  to  the  navigable 
waters),  shall  be  the  same  standard  as 
set  forth  in  Part  128  of  this  chapter,  ex¬ 
cept  that,  for  the  purpose  of  this  sec¬ 
tion,  §§  128.121,  128.122,  128.132  and 
128.133  of  this  chapter  shall  not  apply. 
The  following  pretreatment  standa^ 
establishes  the  quantity  or  quality  of 
pollutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  which  may  be  dis¬ 
charged  to  a  publicly  owned  treatment 
works  by  a  new  point  source  subject  to 
the  provisions  of  this  subpart: 


(English  units)  lb/1000  lb  of  raw  material 


.  0  058  ..  .  - 

a024 

ROnj! 

2.4.  .  _ 

1.4 

TSS  _ 

_ _ 2.36 . ^ 

a94 

nH _ 

range  6i)  to 

9.0. 

§  428.114 

[Reserved] 

Pretreatment  Standard.*) 


Pollutant  or 
Pollutant  Property 


Maximum  for 
any  one  day 


Average  of  daily 
values  for  thirty 
consecutive  day.s 
shall  not  exceed 


§  428.115  Standards  of  performance  for 
new  sources. 

The  following  standards  of  perform¬ 
ance  establish  the  quantity  or  quality  of 
pollutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  which  may  be 
discharged  by  a  new  source  subject  to  the 
provisions  of  this  subpart: 


(Metric  unlLs)  kg/kkg  of  raw  material 


Zinc .  0.058 . 

B01)4 . . .  No  limitation. 

TSS .  No  limitation. 

pH . . No.Umitutton. 


(English  units)  IbAOOO  lb  of  raw  material 


Zinc .  0.058 . 

BOD5. . . . No  Umitallon. 

TSS _ _  No  limitation. 

pH _ _ _  No  limitation. 


{FR  Doc.76-270  FUed  l-ft-7B;8:45  anal 
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ENVIRONMENTAL  PROTECTION 
AGENCY 
[40CFRPart428] 

[FRIi  315-8] 

RUBBER  PROCESSING  POINT  SOURCE 
CATEGORY 

Proposed  Pretreatment  Standards  for 
Existing  Sources 


pollutants  are  subject  generally  to  pre-  of  the  Development  Document  may  to 


treatment  standards  as  provided  in  40 
CFR  128.133. 


purchased  from  the  Superintendent  of 
Documents,  Government  Printing  OfiOce, 


The  regulation  proposed  below  is  in-  Washingrton,  D.C.  20402.  Copies  of  the 
tended  to  Implement  that  portion  of  economic  analysis  report  will  be  available 
9  128.133,  above,  requiring  that  a  sepa-  for  purchase  through  the  National  Tech- 
rate  provision  be  made  stating  the  appll-  nical  Information  Service,  Springfield, 
cation  to  pretreatment  standards  of  efflu-  Virginia  22151. 

ent  limitations  guidelines  based  upon  The  Development  Document  referred 
best  practicable  control  technology  cur-  to  above  contains  information  available 
rently  available.  to  the  Agency  concerning  the  major  en- 


Notice  is  hereby  given  pursuant  to  rentlyayaUable.  ,  ^  ^  ^  ^  to  the  Agency  conc^^^ 

section  307(b)  of  the  Federal  Water  Pol-  S'twUoM  were  rai^  c^^gth^  yiroiment^  effecte  of 


et  seq.;  Pub.  L.  92-500,  that  the  proposed 
regulation  set  forth  below  proposes  pre- 


standard  based  upon  best  practicable  ing  from  the  manufacture  of  rubber 


Control  technology  Currently  available  to  products,  the  characteristics  of  these 
aU  plants  subject  to  pretreatment  stand-  poUutote,  and  the  degrw  oJ, pollutant 


ards.  m  general,  EPA  believes  the  analy-  reduction  obtainable  through  Imple- 
Prn!S!Ili^°T£irJt  sis  Supporting  the  effluent  limitations  mentation  of  the  proposed  standard; 

guidelines  is  adequate  to  make  a  deter-  and  (2)  the  anticipated  effects  on  other 
minatlon  regarding  the  application  of  aspects  of  the  environment  (Including 
su^ategory  therein  the  extent  of  appll-  standards  to  users  of  publicly  air,subsurfacewaters,soUdwastedis- 

cation  of  effluent  notations  guldeUnes  to  owned  treatment  works.  However,  to  en-  Posal  and  land  use,  and  noise)  of  the 
existing  somces  which  dischar^to  pub-  standards  are  appropri-  treatment  technologies  avaUable  to  meet 

licly  owned  treatoent  works,  ^e  regu-  cases,  EPA  now  seeks  additional  the  standard  proposed. 


owned  treatment  works.  However,  to  en- 
that  those  Standards  are  appropri- 
licly  owned  trea^ent  works,  ^e  regu-  gjj  cases,  EPA  now  seeks  additional 

lation  is  Intended  to  ^  complomenta^  comments  focusing  upon  the  application 


lation  is  Intended  to  ^  complomenta^  comments  focusing  upon  the  application  The  Development  Document  and  the 
to  the  general  regulation  for  pretreat-  effluent  limitations  guideUnes  to  users  economic  analysis  report  referred  to 

ment  standards  set  forth  at  40  CFR  Part  publicly  owned  treatment  works.  above  also  contain  information  available 

128.  The  general  regulation  was  proposed  Sections  428  56  428  66  428  76  428.86,  ^  Agency  regarding  the  estimated 
July  19,  1973  (38  FR  19236),  and  pub-  42396  428  106  and  428  116  of  toe  pro-'  energy  consumption  implica- 

llshed  in  final  form  on  November  8,  1973  nosed  Veffuiation  for  oolnt  sources  within  those  treatment  technologies 

(3^30982).  the  smallSzedgeneiS^molded,  extruded,  and  the  potential  effects  of  those  costs 

The  proposed  regulation  is  also  in-  g^d  fabricated  rubber  plants;  medium-  the  price  and  production  of  rubber 
tended  to  supplement  a  final  regulation  sized  general  molded  extruded,  and  fab-  Products.  TO  toe  extent  possible,  slgnlf- 
belng  simultaneously  promulgated  by  the  ricated  rubber  plants;  large-si^  general  aspects  of  toe  material  have  been 

Environmental  Protection  Agency  (EPA  molded,  extruded,  and  fabricated  rubber  Presented  in  summary  form  in  toe  pre- 
or  Agency)  which  provides  effluent  llmi-  plants;  Wet  digestion  reclaimed  rubber;  ^  propo^d  regulation  con- 

tations  and  giild6lines  for  oxisting  pan,  dry  digestion,  and  mechanical  re-  Gaining  effluent  limitations  guidelines, 
sources  and  standards  of  performance  claimed  rubber*  latex-dipped  latex-ex-  source  performance  standards  and 
and  pretreatment  standards  for  new  truded,  and  latex-molded  nibber;  and  standards  for  new  sources 

sources  within  the  small-sized  general  the  latex  foam  subcategories  (August  23,  ^ 

molded,  extruded,  and  fabricated  rubber  1974;  39  fr  30632),  contained  the  pro-  TO  30632,  August  23,  1974).  Addi- 
plants;  medium-sized  general  molded,  posed  pretreatment  standard  for  new  tional  discussion  is  contained  in  toe  anal- 
extruded,  and  fabricated  rubber  plants;  sources.  The  regulation  promulgated  si-  of  public  comments  on  toe  proposed 
large-sized  general  molded,  extruded,  multaneously  herewith  contains  §§  428.-  regulation  and  the  Agency  s  respemse  to 
and  fabricated  rubber  plants;  wet  dlges-  56,  428.66,  428.76,  428.86,  428.96,  428.106,  discusdon  spears 

tion  reclaimed  rubber;  pan,  dry  diges-  and  428.116  which  state  the  applicability  J ? 
tion,  and  mechanical  reclaimed  rubber;  of  standards  of  performance  for  purposes 
latex-dipped,  latex-extruded,  and  latex-  of  pretreatment  standard  for  new 

molded  rubber;  and  the  latex  foam  sub-  sources.  Regulations  swtion  of  toe  Federal 

categories  of  the  r^ber  processing  point  a  preliminary  Development  Document  Th^op^^  available  to  the  Agency 

‘to^th7  nSlon  a  was  made  available  to  the  public  at  ap-  m  establishing  the  level  of  pollutant 

proximately  the  time  of  publication  of  reduction  obtainable  through  toe  best 
^ch  is  directed  to  the  navigable  waters,  the  notice  of  proposed  rulemaking  and  practicable  control  technology  currently 

^  ^’^®  Development  Document  en-  available,  and  toe  reasons  for  the  par 

fon  titled  “Development  Document  for  Efflu-  ticular  level  of  reduction  selected  are 

wWch  fall  within  the  description  of  the  ent  Limitations  Guidelines  and  New  discussed  in  toe  documents  described 
point  source  catego^  to  whlto  toe  limi-  Source  Performance  Standards  for  the  above.  In  applying  the  effluent  limita 
tations  and  stwdards  (40  CFR  I^rt  428)  Fabricated  and  Reclaimed  Rubber  Seg-  tions  guidelines  to  pretreatment  stand 
promulgated  simultaneously  apply.  How-  ment  of  the  Rubber  Processing  Point  ards  for  the  introductiMi  of  incompat 
\“®  ^  Source  Category”  will  be  published.  The  ible  pollutants  into  municipal  systems  by 

the  Introduction  of  pollutants  which  are  economic  analysis  report  entitled  “Eco-  existing  sources  in  the  small-sized  gen- 
directed  into  a  publicly  owned  treatment  nomic  Analysis  of  Proposed  Effluent  eral  molded,  extruded,  and  fabricated 
works,  rather  than  to  discharges  of  pol-  Guidelines,  the  Rubber  Processing  Indus-  rubber  plants;  medium -sized  general 
lutants  to  navigable  waters.  try  (Phase  ID  ”,  (August  1974)  was  made  molded,  extruded,  and  fabricated  rubber 

The  general  pretreatment  standard  di-  available  at  the  time  of  proposal.  Copies  plants;  large-sized  general  molded,  ex- 
vldes  pollutants  discharged  by  users  of  of  the  final  Development  Document  and  truded,  and  fabricated  rubber  plants;  wet 
publicly  owned  treatment  works  into  two  economic  analysis  report  will  continue  digestion  reclaimed  rubber;  pan,  dry- 
broad  categories:  “compatible”  and  “in-  to  be  maintained  for  inspection  and  digestion,  and  mechanical  reclaimed 
compatible.”  Compatibile  pollutants  are  copying  during  the  comment  period  at  rubber;  latex-dipped,  latex-extruded, 
generally  not  subject  to  pretreatment  the  EPA  Information  Center,  Room  227,  and  latex-molded  rub^r;  and  toe  latex 
standards.  However,  40  CFR  128.131  West  Tower,  Waterside  Mall,  401  M  foam  subcategories,  the  Agency  has  es- 
(prohiblted  wastes)  may  be  applicable  to  Street,  SW.,  Washington,  D.C.  Copies  sentially  three  options.  The  first  is  to 
compatible.”  Compatible  pollutants  are  will  also  be  available  for  inspection  at  allow  unrestricted  discharge  to  publicly 
cal  pretreatment  requirements  may  ap-  EPA  regional  offices  and  at  State  water  owned  treatment  works  of  materials 
ply  (see  40  CFR  128.110).  Incompatible  pollution  control  agency  offices.  Copies  known  to  be  adequately  treated  in  such 
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works  (commonly  classed  as  cwnpatible 
pollutants) .  The  second  is  to  require  the 
application  of  BPT  based  (1977)  limita¬ 
tions  to  those  pollutants  which  interfere 
with,  pass  through  or  otherwise  are  in¬ 
compatible  with  such  works.  The  third  la 
to  establish  a  different  discharge  limita¬ 
tion  for  those  pollutants  which  are 
treated  to  a  known  degree  in  publicly 
owned  treatment  works  but  such  treat¬ 
ment  is  relatively  inadequate. 

Some  of  the  pollutants  contained  in 
the  waste  waters  (BOD  and  TSS)  are 
readily  treated  in  tsqjical  publicly  owned 
treatment  works  and  should  not  require 
specific  pretreatment.  Oil  and  grease 
should  be  limited  to  100  tng/1  to  reflect 
the  capabilities  of  publicly  owned  treat¬ 
ment  systems.  COD,  lead,  zinc,  and 
chromium  should  be  pretreated  to 
BPCTCA  limitaOons. 

Interested  persons  may  participate  In 
this  rulemaking  by  submitting  written 
comments  in  triplicate  to  the  EPA  In¬ 
formation  Center,  Environmental  Pro¬ 
tection  Agency,  Washington,  D.C.  20460, 
Attention:  Mr.  Philip  B.  Wisman.  Com¬ 
ments  on  all  aspects  of  the  proposed  reg¬ 
ulations  are  solicited.  In  the  event  com¬ 
ments  are  in  the  nature  of  criticisms  as 
to  the  adequacy  of  data  which  are  avail¬ 
able,  or  which  may  be  relied  upon  by  the 
Agency,  comments  should  Identify  and, 
if  possible,  provide  any  additional  data 
which  may  be  available  and  should  indi¬ 
cate  why  such  data  are  essential  to  the 
development  of  the  regulations.  In  the 
event  comments  address  the  approach 
taken  by  the  Agency  in  establishing  pre¬ 
treatment  standards  for  existing  sources, 
EPA  solicits  suggestions  as  to  what  al¬ 
ternative  approach  should  be  taken  and 
why  and  how  this  alternative  better  sat¬ 
isfies  the  detailed  requirements  of  sec¬ 
tions  301,  304  and  307(b)  of  the  Act. 

A  copy  of  all  public  comments  win  be 
available  for  inspection  and  copying  at 
the  EPA  Information  Center,  Rrom  227, 
West  Tower,  Waterside  Mall,  401  M 
Street  SW.,  Washington.  D.C.  20460.  The 
EPA  information  regulation,  40  C?PR  Part 
2,  provides  that  a  reasonable  fee  may  be 
charged  for  copying. 

In  consideration  of  the  foregoing,  it  Is 
hereby  proposed  that  40  CJFR  Part  428  be 
amended  to  add  5§  428.54,  428.64,  428.74, 
428.84,  428.94.  428.104.  and  428.114  as  set 
forth  below.  AH  comments  received  on 
or  before  February  10,  1975,  wlU  be 
considered. 

Dated :  December  30, 1974. 

John  Quarles, 
Acting  Administrator. 

Part  428  is  prc^xjsed  to  be  amended  as 
follows: 

Subpart  E  Is  amended  by  adding 
I  428.54  as  follows: 

§  428.54  Prrtrealmrnt  *>tan«lar<l«  for  exr 
isting  soarcea. 

The  pretreatment  standards  under 
section  307(b)  of  the  Act  for  a  source 
within  the  small-sized  general  molded, 
extruded,  and  fabricated  rubber  plants 
subcategory  which  is  a  user  of  a  pub¬ 
licly  owned  treatment  works  and  a  major 


contributing  industry  as  defined  In  Part 
128  of  this  chapter  (and  which  would 
be  an  existing  (>oint  source  subject  to 
section  301  of  the  Act,  if  it  were  to  dis¬ 
charge  pollutants  to  the  navigable  wa¬ 
ters).  consistent  with  the  requirements 
in  Part  128  of  this  chapter,  except  that, 
for  the  purpose  of  this  section,  S9 128.121, 
128.122,  128.132  and  128.133  of  this  chap¬ 
ter  shall  not  apply. 

(a)  The  following  pretreatment 
standard  establishes  the  quantity  or 
quality  of  pollutants  or  pollutant  prc^er- 
Ues,  controlled  by  this  section,  which 
may  be  discharged  to  a  publicly  owned 
treatment  works  by  a  point  source  sub¬ 
ject  to  the  provisions  of  this  subpart: 

Pretreatment  Pollutant  or  Pollutant 

Standard  Property 

pH  -  No  limitation. 

TBS  -  No  limitation. 

OU  and  Grease -  100  mg/1  daily  maxi¬ 

mum. 

(b)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality  of 
pollutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  and  attributable 
to  lead-sheathed  hose  production,  which 
may  be  discharged  to  a  publicly  owned 
treatment  works  by  an  existing  point 
source  subject  to  the  provisions  of  this 
subpart,  in  addition  to  the  limitations  set 
forth  by  §  428.54(a) : 

Prstreatinent  standards 

Pollutant  or  Average  of  daily 

pollntant  property  Maxiinam  for  values  tor  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 

(Metric  units)  kg/kkg  of  raw  material 

Lead . e.flOlV .  0.0007 

(EngHsb  units)  Ib/IOOO  Ib  of  raw  material 
Lead . - . 0.0017 .  a  0007 

Subpart  F  Is  amended  by  adding 
9  428.64  as  follows: 

§  428.64  Pretreatment  standards  for  cx- 
iating  sources. 

The  pretreatment  standards  under 
section  307(b)  of  the  Act  for  a  source 
within  the  medium-sized  general  molded, 
extruded,  and  fabricated  rubber  plants 
subcategory  which  is  a  user  of  a  publicly 
owned  treatment  works  and  a  major  con¬ 
tributing  Industry  as  defined  in  Part  128 
of  this  chapter  (and  which  would  be  an 
existing  point  source  subject  to  section 
301  of  the  Act,  if  it  were  to  discharge 
pollutants  to  the  navigable  waters) ,  con¬ 
sistent  with  the  requirements  in  Part 
128  of  this  chapter,  except  that,  for  the 
purpose  of  this  section,  99  128.121,  128.- 
122,  128.132  and  128.133  of  this  chapter 
shall  not  apply. 

(a)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
of  pollutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  which  may  be 
discharged  to  a  publicly  owned  treatment 
works  by  a  point  somre  subject  to  the 
provisions  of  this  subpart: 


PaUbitemt  or  Pollutant  Pretreatment 
Property  Standard 

pH  -  No  limitation. 

TSS  -  No  limitation. 

Oil  and  Crease _ 100  mg/1  daily  maxi¬ 

mum. 

(b)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  and  attribut¬ 
able  to  lead-sheathed  hose  production, 
which  may  be  discharged  to  a  publicly 
owned  treatment  works  by  a  new  point 
source  subject  to  the  provisions  of  this 
subpart,  in  addition  to  the  limitations  set 
forth  by  §  428.64(a) : 


PrctrwtneBt  standards 

Ponatant  or  A  verage  of  daily 

pollutant  property  Maximom  ter  values  (or  thirty 
any  one  dag  consecutive  dsva 
shall  not  exceed— 

(Metric  units)  kg/kkg  of  raw  material 

Lead . 0.(»17 .  a  0007 

(English  units)  Ib/1000  Ib  of  taw  material 
Lead . 0.0017 .  a  0007 


Subpart  G  is  amended  by  adding 
§  428.74  as  follows: 

§  428.74  Pretreatment  standards  for  ex¬ 
isting  sources. 

The  pretreatment  standards  under  sec¬ 
tion  307  (b)  of  the  Act  for  a  source  within 
the  large-sized  general  molded,  extruded, 
and  fabricated  rubber  plants  subcategory 
which  is  a  user  of  a  publicly  owned  treat¬ 
ment  works  and  a  major  contributing  in¬ 
dustry  as  defined  in  Part  128  of  this 
chapter  (and  which  would  be  an  existing 
point  source  subject  to  section  301  of  the 
Act.  if  it  were  to  discharge  pollutants  to 
the  navigable  waters) ,  consistent  with 
the  requirements  in  Part  128  of  this  chap¬ 
ter,  except  that,  for  the  purpose  of  this 
section,  §9  128.121,  128.122,  128.132  and 
128.133  of  this  chapter  shall  not  apply. 

( a)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  which  may  be 
discharged  to  a  publicly  owned  treatment 
works  by  a  point  source  subject  to  the 
IHOvisions  of  this  subpart : 

Pollutant  or 

Pollutant  Pretreatment 

Property  Standard 

pH _  No  limitation. 

TSS _  No  limitation. 

Oil  and  Grease _  100  mg/1  DaUy  Maxi¬ 

mum. 

(b)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
of  pollutants  or  pollutant  properties, 
controlled  by  this  section,  and  attributa¬ 
ble  to  lead-sheathed  hose  production, 
which  may  be  discharged  to  a  publicly 
owned  treatment  works  by  a  point  source 
subject  to  the  provisions  of  this  subpart, 
in  addition  to  the  limitations  set  forth 
by  9  428.74(a) : 
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Pretreabnent  standards 


Pollutant  or  Average  of  dally 

pollutant  property  Maxlmom  (or  values  (or  thirty 
any  one  day  consecutive  davs 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Lead . 0.0017 .  a  0007 


(English  units)  lh/1000  lb  of  raw  material 


Lead . 0.0017 .  a  0007 


Subpart  II  Is  amended  by  adding 
§  428.84  as  follows; 

§  428.84  Pretreatment  standards  for  ex¬ 
isting  sources. 

The  pretreatment  standards  under 
section  307(b)  of  the  Act  for  a  source 
within  the  wet  digestion  reclaimed  rub¬ 
ber  subcategory  which  is  a  user  of  a 
publicly  owned  treatment  works  and  a 
major  contributing  industry  as  defined  in 
Part  128  of  this  chapter  (and  which 
would  be  an  existing  point  source  sub¬ 
ject  to  section  301  of  the  Act,  if  it  were 
to  discharge  pollutants  to  the  navigable 
waters),  consistent  with  the  require¬ 
ments  in  Part  128  of  this  chapter  except 
that,  for  the  purpose  of  this  section, 
§§  128.121,  128.122,  128.132,  and  128.133 
of  this  chapter  shall  not  apply.  The  fol¬ 
lowing  pretreatment  standard  establishes 
the  quantity  or  quality  of  pollutants  or 
pollutant  properties,  controlled  by  this 
section,  which  may  be  discharged  to  a 
publicly  owned  treatment  works  by  a 
point  source  subject  to  the  provisions  of 
this  subpart: 


Pretreatment  standards 


Pollutant  or  Average  of  daily 

pollutant  property  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  product 


COD . 14.7 .  6.11 

Oil  and  Grease . 100  mg/1 _ _ 

TSS . No  limitation _ _ 

pH . No  limitation . . 


(English  units)  IbAOOO  lb  of  product 


COD . 14.7 .  6.11 

Oil  and  Grease _ 100  mg/l _ _ _ _ 

TS8 . No  limitation _ _ _ 

pH . No  limitation _ _ _ _ 


Subpart  I  is  amended  by  adding 
§  428.94  as  follows: 

§  428.94  Pretreatment  standards  for  ex¬ 
isting  sources. 

The  pretreatment  standards  under  sec¬ 
tion  307(b)  of  the  Act  for  a  source  within 
the  pan,  dry  digestion,  and  mechanical 
reclaimed  rubber  subcategory  which  Is  a 
user  of  a  publicly  owned  treatment  works 
and  a  major  contributing  industry  as  de¬ 
fined  in  part  128  of  this  chapter  (and 
which  would  be  an  existing  point  source 
subject  to  section  301  of  the  Act,  if  it 


were  to  discharge  pollutants  to  the  navi¬ 
gable  waters),  consistent  with  the  re¬ 
quirements  in  Part  128  of  this  chapter 
except  that,  for  the  purpose  of  this  sec¬ 
tion,  §§  128.121,  128.122,  128.132  and 
128.133  of  this  chapter  shall  not  apply. 

(a)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality  of 
pollutants  or  pollutant  properties,  con¬ 
trolled  by  this  section,  which  may  be  dis¬ 
charged  to  a  publicly  owned  treatment 
works  by  a  point  source  subject  to  the 
provisions  of  this  subpart: 

Pollutant  or  Pretreatment 

Pollutant  Standard 

Property  No  llmltatloa. 

pH  _  No  limitation. 

TSS  . - .  100  mg/l  DaUy  Maxl- 

Ofr  and  Grease _  mum. 

(b)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality  of 
pollutant  properties  controlled  by  this 
section  and  attributable  to  pan,  diy  di¬ 
gestion,  and  mechanical  reclaimed 
rubber  processes  which  are  integrated 
with  a  wet  digestion  reclaimed  rubber 
process,  which  may  be  discharged  to  a 
publicly  owned  treatment  works  by  a 
new  point  source  subject  to  the  provi¬ 
sions  of  this  subpart,  in  addition  to  the 
limitations  set  forth  by  §  428.94(a) : 


Pretreatment  standards 


Pollutant  or  Average  of  daily 

Ix>Uutant  property  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed- 


(Metric  units)  kg/kkg  of  product 

COD.. 

. . 6.7 . 

2.8 

(English  units)  lb/1000  lb  of  product 

COD.. 

. 6.7 . 

2.8 

Subpart  J  is  amended  by  adding 
§  428.104  as  follows: 


§  428.104  Pretreatment  standards  for 
existing  sources. 

The  pretreatment  standards  under 
section  307(b)  of  the  Act  for  a  source 
within  the  latex-dipped,  latex-extruded, 
and  latex-molded  rubber  subcategory 
which  is  a  user  of  a  publicly  owned  treat¬ 
ment  works  and  a  major  contributing 
industry  as  defined  in  Part  128  of  this 
chapter  (and  which  would  be  an  existing 
point  source  subject  to  section  301  of  the 
Act,  if  it  were  to  discharge  pollutants  to 
the  navigable  waters),  consistent  with 
the  requirements  in  Part  128  of  this 
chapter,  except  that,  for  the  purpose  of 
this  section,  §§  128.121,  128.122,  128.132, 
and  128.133  of  this  chapter  shall  not 
apply. 

(a)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
of  pollutants  or  pollutant  properties  con¬ 
trolled  by  this  section  which  may  be  dis¬ 
charged  to  a  publicly  owned  treatment 
works  by  a  point  source  subject  to  the 
provisions  of  this  subpart: 


Pollutant  or 

Pollutant  Pretreatment 

Property  Standard 

pH _ _  No  limitation. 

BOD5 _  No  limitation. 

TSS _  No  limitation. 

Oil  and  Grease^ _  100  mg/l  Dally  Maxi¬ 

mum. 


(b)  The  following  pretreatment  stand¬ 
ard  establishes  the  quantity  or  quality 
or  pollutant  properties  controlled  by  this 
section  and  attributable  to  plants  em¬ 
ploying  the  chromic  acid  form-cleaning 
operation,  which  may  be  discharged  to  a 
publicly  owned  treatment  works  by  a  new 
point  source  subject  to  the  provisions  of 
this  subpart,  in  addition  to  the  limita¬ 
tions  set  forth  by  §  428.104(a) : 


Pretreatment  standards 


Pollutant  or  Average  of  dally 

pollutant  property  Maximum  for  values  (or  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Chromium .  0.0066 .  0.0036 


(English  units)  IbAOOO  lb  of  raw  material 


Chromium .  0.0066 . .  a  0036 


Subpart  K  is  amended  by  adding 
§  428.114  as  follows: 

§428.114  Pretreatment  standards  for 
existing  sources. 

The  pretreatment  standards  under  sec¬ 
tion  307(b)  of  the  Act  for  a  source  within 
the  latex  foam  subcategory  which  is  a 
user  of  a  publicly  owned  treatment  works 
and  a  major  contributing  Industry  as  de¬ 
fined  in  Part  128  of  this  chapter  (and 
which  would  be  an  existing  point  source 
subject  to  section  301  of  the  Act,  if  it  were 
to  discharge  pollutants  to  the  navigable 
waters) ,  consistent  with  the  requirements 
in  Part  128  of  this  chapter,  except  that, 
for  the  purpose  of  this  section,  §§  128.121, 
128.122, 128.132,  and  128.133  of  this  chap¬ 
ter  shall  not  apply.  The  following  pre- 
treatment  standard  establishes  the  quan¬ 
tity  or  quality  of  pollutants  or  pollutant 
properties  controlled  by  this  section 
which  may  be  discharged  to  a  publicly 
owned  treatment  works  by  a  point  sovirce 
subject  to  the  provisions  of  this  subpart: 


Pretreatment  standards 


Pollutant  or  Average  of  daily 

pollutant  property  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not  exceed— 


(Metric  units)  kg/kkg  of  raw  material 


Zinc .  0.058 .  0.024 

BOD5 . No  limitation . . . 

TSS.. . No  limitation . . 

pH . No  limitation . . 


(English  units)  lb/1000  lb  of  raw  material 


Zinc .  0.058 .  a  024 

BOD5 . No  limitation _ _ _ 

TSS . . . No  limitation _ _ 

pH . No  limitation _ ; 
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